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THE MOST ADVANCED ‘TRUE COURSE’ 
MARINE RADAR IN USE TODAY 


Any one of the following four displays can be selected at the 
turn of a switch: 


@ Chart-plan automatic true course display — compass 
stabilised North up or South up 

@ Relative motion — compass stabilised off centre for 
checking closest distance of approach without resetting 
‘chart-plan’ display 
Relative motion — compass stabilised for long-range 
working 
Relative motion — ship’s head up 


NO OTHER RADAR COMBINES ALL THESE FEATURES 


With chart-plan presentation: automatic and instantaneous centre 
spot reset, when a predetermined safe limit of travel is reached, 
to the precise position where forward lookout is greatest and 
astern warning adequate 

Electronic bearing marker may be set instantaneously and inde- 
pendently of scanner sweep. Tidal set and drift correction, once 
adjusted, remains true for all ship’s headings. 


Single bearing scale for graticule and electronic marker. 
Automatic picture alignment on all display presentations. 
Designed to comply with MOT ‘Performance Standards for 


_ Marine Radar (1957)’. 


Please write for leaflet giving full details of this competitively-priced 
radar. 


Telephone LEICESTER 23821 or nearest district office 


Associated Electrical Industries Limited 
Electronic Apparatus Division 


RADAR SALES 


BLACKBIRD ROAD, LEICESTER, ENGLAND 








Visit Stand No. K.14 at the 


4.S.S.E. Exhibition, Earls Court, March 21-25 
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CLOSED FEED SYSTEM 


The new British Railways Cross-Channel 
turbine steamers 

“CAESAREA” and *‘SARNIA”’ 
are both equipped with a 


CLOSED FEED SYSTEM 


comprising all auxiliaries between the tur- 
bine exhaust flange and the boiler feed 
check valve— 

WEIR REGENERATIVE CONDENSERS (built 
under licence by J. Samuel White & Co. Ltd. 

who built the ships) EXTRACTION PUMPS 


AIR EJECTORS, GLANDS & EJECTOR CONDENSERS, 


OPTIMUM DEAERATORS, BOILER FEED PUMPS, 
FEED REGULATORS, HIGH/LOW LEVEL ALARM 
GEAR, ETC. 


as are fast big ships, 
or big or little slow ships 


While this system is installed in most of the great 
passenger and mail liners—‘‘ Oriana,’’ ‘‘ Canberra,’’ 
“Windsor Castle,’’ the C.P. “‘Empresses’”’ and so on— 
it provides the same economy, efficiency and freedom 
from maintenance in such great little ships as 


“Caesarea,” “‘Sarnia”’ and other cross channel packets. 


[weir 


G. & J. WEIR LTD., 


CATHCART GLASGOW S.4 
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DAMAGE - MAINTENANCE - 
RE-CLASSIFICATION AND 0 A in N 
RE-CONDITIONING OFFICINE ALLESTIMENTO E RPARAZIONI NAW 


GENOA 


CABLES : MOLOGIANO 
Telephones : 292.541 - 206.744 - 295.540 


Sole agent in Great Britain : GUEST INDUSTRIALS LIMITED 


5, Fenchurch Street, London, E.C.3. Tel: Mansion House, 5631. ’*Grams : Guestind, London. 
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COCKBURNS 


Leaders 

in Valve 
Design & 
Development 


Advanced Cockburns 
designs are incorporated 
in the Boiler Mountings 
and Turbine Control 
Fittings on 

S.S. “CAESAREA” 
and S.S. “SARNIA” 


supplied by 


COCKBURNS 
LIMITED 


CARDONALD, GLASGOW, S.W.! 


London Office: 175 PICCADILLY, W.! 
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M.V. “TRESFONN” a bulk carrier recently 
delivered for the Sigval Bergesen group of 
Norwegian shipping companies. She is one of seven 
vessels aggregating nearly 200,000 deadweight tons 

built or building for this owner at Belfast. 
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We've grown with the Seaway 


Thanks to the Seaway, more big ships sail the St. Lawrence 
and the great lakes. To carry bigger payloads, these ships 
need frequent bunker stations along the route. Shell meet 
this need at eighteen bunkering stations conveniently 
sited from Quebec to Fort William. 
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THE LIVERPOOL VIEWPOINT 


Not EVERY British shipowner will agree with all the 
points put forward by Mr R. Stewart MacTier in his 
address as retiring chairman of the Liverpool Steam 
Ship Owners’ Association (reproduced on another 
page); but he deserves their best thanks for having set 
out so clearly and concisely the way in which current 
problems in shipping are viewed from Liverpool. 
Liverpool is predominantly a liner port, handling much 
traffic with North America, so that it is not surprising 
that Mr MacTier should first of all touch on the grow- 
ing difficulties arising from America’s shipping policy. 
recent aspects of which have the appearance of being 
directed specifically against the shipping of Britain 
and her other N.A.T.O. allies. In particular Mr 
MacTier objected to having to compete against sub- 
sidised American ships with “built-in defence features”, 
such as high speed which is commercially unjustifiable: 
to the current inquisitorial proceeding of the Federal 
Maritime Board into matters which have no bearing 
whatsoever on United States trade; and to the shipping 
legislation now in its preliminary stages in Congress. 
On the last point Mr MacTier was particularly forth- 
right, saying he was entirely satisfied that “if the so- 
called Bonner Bill becomes law in its present form it 
will totally destroy internationally organised passenger 
and freight liner services to and from the United States”. 
That is bad enough, but what would happen to inter- 
national seaborne trade as a whole if other countries 
retaliated by following the American example? 

Mr MacTier’s second subject was the need for Britain 
to develop a nuclear reactor. Nuclear research being so 


costly, Government expenditure is required, yet he saw 
no sign of Her Majesty’s Government having devoted 
any serious attention to the development of a marine 
reactor. In fact, the day after Mr MacTier’s speech the 
Government announced that expenditure on such a 
project during next year would amount to no more 
than £10—not a very encouraging reaction to his 
appeal for “an all-out effort to achieve a breakthrough 
in developing a reactor which will make nuclear pro- 
pulsion at sea a commercial proposition”. This was a 
line of research which he thought, in the national 
interest as well as the interest of British shipbuilding 
and shipping, should be vigorously pursued. 

Certainly Britain’s leading position in the maritime 
and commercial field owes much to the engineers of 
the second half of the last century who developed steam 
machinery and steel shipbuilding. It would be a pity if 
a hundred years later that position were to be lost 
through the lack of the necessary funds to finance 
research and development. As far as nuclear power is 
concerned, the point of view of THE SHIPPING WoRLD 
was stated in a leading article a fortnight ago. This is 
that while a nuclear-powered ship should certainly be 
built in Great Britain, it would be wisest to begin with 
a type of ship that will benefit immediately from nuclear 
power, namely a warship. It may be that such a sug- 
gestion is a little too logical to be politically acceptable. 
In that case a compromise solution might be the con- 
struction of a nuclear-powered fleet replenishment 
tanker, which could give extended endurance to a 
number of warships. 


Current Events 


Delays in Port 


SOME ARRESTING FIGURES showing how delays in ports are 
slowing up shipping schedules were produced by Mr A. E. 
Hoffman, chairman and managing director of the Palm 
Line, when speaking after the launch of the Lagos Palm 
from the Neptune yard of Swan, Hunter & Wigham 
Richardson Ltd. He pointed out that although the modern 
ships now entering the Palm Line fleet were some three 
knots faster than the old steamships they were replacing, 
the average time of a West African round voyage was 
only marginally better. In 1956 the average time spent at 
sea was 47 days, and this had been reduced to 39 days: 
but the time spent in port had risen from 57 days to 63 
days. The implication of Mr Hoffman's figures can 
perhaps be brought out even more forcibly if they are 
expressed like this: that a 17 per cent reduction in sea 


time has resulted only in a 2 per cent saving in voyage 
time, due to the counterbalancing effect of increased 
delays in port. He blamed ports both in the United King- 
dom and in West Africa for these delays, and he blamed 
both labour troubles and port congestion. Port congestion 
is best dealt with by improving facilities, and here Mr. 
Hoffman contrasted the records of U.K. and West African 
ports. “In West African ports very great sums of money 
have been expended in recent years in building and equip- 
ping new berths. In Nigeria new berths have recently come 
into service at Port Harcourt, and in Ghana the new port 
of Tema is shortly to be opened.” But the Port of London 
Authority had made capital expenditure of a little over 
£1.8 mn in the year ending in March 1960. “This, in 
relation to the needs of one of the greatest ports in the 
world, seems to say the least inadequate.” 
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Featherbedding at Sea 


FEATHERBEDDING on the part of maritime labour is 
blamed by Mr Ralph E. Casey, president of the American 
Merchant Marine Institute, for seriously aggravating the 
the problems of American-flag shipping and even threaten- 
ing its survival. He asserted that “make-work or increase- 
the-pay practices” were rife in the shipping industry and 
constituted “‘a cancer that is slowly and surely eating away 
the very heart of the American merchant marine”. Ameri- 
can shipping has to compete under a heavy cost handicap 
against foreign fleets—paying its ablebodied seamen, for 
example, over $600 a month, “three to seven times the 
cost of that rating in foreign vessels”. As one of the worst 
examples of shipboard featherbedding, Mr Casey cited 
the so-called donkey watch, a clause long embodied in 
collective bargaining contracts providing for overtime pay 
to all engineroom personnel on regular duty between 
5 pm and 8 am whenever their ship is loading or dis- 
charging cargo. Historically, he said, this arose from the 
necessity that such personnel keep up steam for the donkey 
engines formerly installed to operate winches. Even though 
such winches have now for years been driven by electric 
motors, leaving the engineroom crew with nothing to do 
in connection with cargo handling (and as often as not 
unaware that it is even going on) the overtime provision 
remains a standard part of every agreement. He also 
described as featherbedding the overtime required to be 
paid to passenger ship stewards for serving at cocktail 
parties, even though the service is performed in regular 
duty hours, and that paid to a waiter who is temporarily 
shifted to the dining room of a class different from that 
to which he is normally assigned. Mr Casey asserted that, 
“without prejudice to the safety of the vessel at least 
seven men—two licensed and five unlicensed—could easily 
be eliminated from many ships”. 


Assistance for American Shipping 


SEVERAL proposals to broaden the scope of Federal 
assistance to American shipping are presently under con- 
sideration by Congress. As presently applied, operating 
subsidies to balance out the wide differential in basic 
costs between American ships and those under all other 
flags are available only to passenger and cargo liner 
companies plying in foreign trade on specified “essential 
trade routes”, and only while those routes are being 
followed. For passenger lines, this has meant exclusion 
from the off-season cruise business, a popular earner for 
foreign liners plying out of U.S. ports. A measure which 
would permit American passenger lines to divert their 
ships into these trades without loss of differential subsidy 
is now the subject of hearings before a sub-committee of 
the House Merchant Marine & Fisheries Committee. A 
representative of American Export Lines, Mr W. Lyle 
Bull, has testified before the sub-committee that exclusion 
from the cruise trades, which were helping to finance 
construction of new foreign passenger ships, was choking 
off new American construction. He cited the recent with- 
drawal from passenger service of Farrell Lines and the 
unsubsidised Alcoa Steamship Co, and might have men- 
tioned the untimely collapse of American Banner Lines, 
whose only ship, the Aflantic, was purchased after their 
failure by American Export. Mr Thomas E. Stakem, Jr. 
newly designated chairman of the Federal Maritime Board. 
testified that extension of the operating-differential sub- 
sidy to passenger ships in cruise service during the slack 
season would not increase the Government's outlay for 
ship subsidy. 


Hawaiian and Alaskan Service 


CURRENTLY before the Merchant Marine Sub-Committee 
of the Senate Committee on Interstate and Foreign Com- 
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merce are proposals that direct financial assistance be 
granted passenger and cargo liners in service between the 
“offshore” states of Alaska and Hawaii and what used to 
be known as the “continental United States”. At present 
no public assistance is available to these ships, since they 
ply in the “protected domestic trade”. However, Alaskan 
spokesmen insist that cheaper and more frequent sea 
service to the 49th State is necessary, and Hawaiian repre- 
sentatives testify that high American shipping costs are 
fostering a disproportionate growth of foreign imports 
into the 50th. In both cases the alternatives proposed are 
lifting of the 144-years-old cabotage laws (which admit- 
tedly would drive out American-flag ships from these 
trades) or direct subsidy to the lines in these “domestic 
services”. Also before the House is a bill to extend the 
operating-differential subsidy to “contract carriers” (tramp 
ships), in order to preserve the small remnant of about 
70 U.S.-flag tramps which have survived the shipping 
depression. 


Responsibility for Galley Fire 

SHIPOWNERS will no doubt take particular note of the 
recent decision of Mr Justice Hewson in the Admiralty 
Division concerning the promulgation of instructions to 
masters of vessels. The case in question was that of 
F. T. Everard & Sons Ltd v London & Thames Haven 
Oil Wharves Ltd and others, and arose out of the 
destruction of a jetty and installations and other property 
by reason of a fire, admittedly due to sparks or emissions 
from the galley stack of a vessel lying alongside the jetty 
at the time. The owners of the vessel sought to limit 
their responsibility under the provisions of the Merchant 
Shipping Act, but the Court denied them the right to do 
so. The Court took the view that it was not sufficient 
that the owners should have in the past issued a notice 
to their masters warning them that galley stoves must not 
be alight when vessels were alongside petroleum jetties, 
and that the marine superintendent of the company should 
have followed up the issue of this notice by referring to 
it at the time of visits to the masters. The Court said 
that the owners of the vessel should have impressed on 
their employees the very real dangers of naked lights or 
flames at all berths, and should have given instructions 
for some arresting notice prohibiting the use of galley 
fires at all berths, and further remarked that such notice 
should have been displayed in permanent form near the 
stove. The Court ruled that the owners had failed to 
satisfy the burden on them to show that the fire arose 
without their actual fault or privity, and the owners were 
therefore denied the right to limit liability under the pro- 
visions of the Act. 


Time Bars and Arbitration 


One of the leading British shipowners’ defence asso- 
ciations has had occasion to draw the attention of its 
members to the importance of a careful examination of 
time limits imposed by charterparties and other shipping 
documents where disputes arise and claims for loss or 
damage are the subject of prolonged correspondence. It 
has been pointed out that the periods of limitation for 
action, either in the courts or under an arbitration clause, 
vary widely between the types of contract or the statute 
under which the appropriate grounds for proceedings arise. 
Arbitration was also the subject of comment in the 
address of Mr A. S. Bunker, chairman of the London 
Maritime Arbitrators’ Association. In this context Mr 
Bunker presented the case for the establishment of cordial 
understanding between the protagonists of the Commercial 
Courts in Britain and those who favoured arbitration in 
the settlement of disputes on commercial contracts and 
practices. While not denying the value of the Commercial 
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Courts, Mr Bunker expressed the view that arbitration 
was a natural complement to them. He also reported that 
he had represented the Baltic Exchange at the conference 
called by the Lord Chancellor to review the operation and 
procedures of the Commercial Court, at which Lord 
Kilmuir pointed out that the High Court included a num- 
ber of judges of exceptional experience of commercial 
matters. There was a strong and expert Bar available for 
commercial cases and he hoped that genuine improve- 
ments could be made in the operation of this important 
Court; important, not only in Britain but also abroad, in 
the formulation of Mercantile Law. 


New Polish Passenger Liner 

PLANS are being made by Poland to replace the passen- 
ger liner Batory, now 25 years old, by a new ship. The 
Polish Deputy Minister of Shipping has stated that a draft 
plan for the purchase of a new ship is to be laid before 
the Polish Parliament shortly. There has been some dis- 
cussion in the Polish press as to where the new ship 
should be built. One point of view is that it should be 
built by the Polish shipbuilding industry, but apparently 
the majority view is the commonsense one that the Polish 
industry is geared to the construction of standardised 
ships, and that the order should be placed with a foreign 
shipyard specialising in the building of passenger ships. 
The Batory was built by Cantieri Riuniti dell’Adriatico. 
Since the war she has been engaged in a number of ser- 
vices, but is at present running between Gydnia and 
Montreal, calling at Copenhagen and Southampton. In 
the coming season she will also call at Le Havre. Tourist 
traffic from the United States to Poland is on the increase 
at present, most of the tourists being drawn from the five 
or six million U.S. citizens of Polish descent. The Batory 
carried 12,420 passengers and 11,300 tons of cargo in 
1960, and these figures show an increase over 1959. The 
average utilisation of the ship’s capacity last year was 
65.4 per cent: 78 per cent on the westbound crossing and 
52 per cent on the eastbound crossing. The net foreign 
currency earned by the ship during the year was $2.1 mn. 


Argentine Tax on Freight 


THE QUESTION of liability arising out of Argentine law 
concerning pensions tax has now been finally dealt with 
in the House of Lords in the case of Evera S.A. Commer- 
cial v Bank Line Ltd. This was a claim by the shipowners 
against the charterers for an additional sum of £13 17s 8d 
claimed by the Argentine authorities and paid by the 
shipowners, liability for which sum the charterers resisted 
on the ground that it need not have been paid. The 
Argentine maritime pensions tax law calls for a contribu- 
tion of 2 per cent of freight payable on merchandise 
exported from the Argentine, and allows shipowners or 
their agents to increase their freight rates proportionately. 
Owing to some owners and agents taking advantage of 
this permission the authorities began claiming a further 
2 per cent on the original 2 per cent charged and it was 
this latter claim of the authorities that gave rise to the 
dispute, regarded of importance because of the number 
of similar cases awaiting the outcome of these proceedings. 
Under the terms of the charterparty the Argentine tax 
was to be for charterers’ account and, if in the first instance 
paid by the shipowners, it was to be reimbursed by the 
charterers concurrently with the payment of the freight. 
The charterers submitted that they could not be held 
liable over the sum of £694 2s Sd, being 2 per cent of 
the freight. By a majority ruling the House of Lords has 
now decided against the shipowners in that they could 
have appealed to the Supreme Court in the Argentine 
against payment of the additional sum. 
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Transfer of Fish at Sea 


THE steam trawler Ross Hunter has returned to Grimsby 
after a two months’ absence, during which time she was 
attached to the factory trawler Fairtry Il engaged on a 
full-scale commercial experiment into the transference of 
fish at sea from one fishing vessel to another. During the 
period some 3,300 baskets of various varieties of fish 
(mainly cod), or rather more than 100 tons, were success- 
fully transferred from the Ross Hunter to the Fairtry Il 
in varying weather conditions and by day and night. After 
initial teething troubles the method of transfer worked 
out by Chr. Salvesen & Co Ltd, in conjunction with the 
Ross Group Ltd, were found to work satisfactorily and 
the quality of the fish when received in the factory vessel 
was considered satisfactory for production. A full report 
on the experiment will be produced in due course when 
all relative information has been received and the views 
of the skippers examined more closely. The operation in 
itself was unremunerative owing to many factors but 
particularly weather conditions experienced on the Grand 
Banks during January and early February, but sufficient 
has been learned in the meantime to satisfy Chr. Salvesen 
& Co Ltd that the transfer of fish in large quantities from 
a standard trawler to a stern fishing factory trawler is a 
practical proposition which may prove of use in future 
fishing developments. 


Cruises to Japan 


THE SPRING CRUISE season in Japanese waters got off 
to a good start with two big liners arriving within a day 
of each other and carrying a total of about 1,000 passen- 
gers. The vessels were the 38,645-grt Rotterdam, of the 
Holland-America Line, and the 21,140-grt Kingsholm, 
of the Swedish-America Line. With over 660 passengers 
on board, the Rotterdam is making her first round-the- 
world cruise. The 77-day voyage from New York to New 
York includes calls at Palma de Mallorca, Villefranche, 
Naples, Malta, Alexandria, Port Said, Suez, Aden, Bom- 
bay, Colombo, Singapore, Bangkok, Hong Kong, Kobe, 
Yokohama, Honolulu, Los Angeles, Acapulco and Balboa. 
The average cruise fare was stated to be about US$5,000. 
Royal Interocean Lines, the owners’ agents in Japan, 
pointed out that nearly 10 per cent of the passengers are 
from Europe, and said that this is the first time in Holland- 
America Line cruise history that so many Europeans have 
been carried. They come from England, Holland, Ger- 
many, Switzerland and Belgium. The agents also said that 
all berths on the liner were booked out months ahead. 
The Kungsholm is carrying 375 passengers, and is on 
her fourth round-the-world cruise and sixth visit to the 
Far East. The current cruise is an 89-day voyage from 
New York to New York. The liner was scheduled to 
leave Yokohama for Honolulu on March 24. 


Japanese Hydrofoil Craft 


THE PRODUCTION of hydrofoil craft is planned by some 
shipbuilders in Japan. The Hitachi Shipbuilding & Engi- 
neering Co Ltd has signed a licensing agreement with 
Supramar Ltd for the manufacture and sale in Japan of 
Supramar craft. The agreement also is said to cover the 
right to export them to South East Asia (except Hong 
Kong and Shanghai) and to East Siberia. Hitachi has 
imported prototypes from Switzerland, and plans to com- 
plete its hydrofoil craft late this year. One, described as 
a PT-20 model, attained a speed of about 60 km/hr in trial 
runs off Yokohama. The Mitsubishi Shipbuilding and 
Engineering Co Ltd has already launched a hydrofoil craft 
of its own design. The company expects to produce 
within this year craft of this type with accommodation for 
80 passengers. Many inquiries from Japanese sightseeing 
firms and other pleasure boat operators are reported 
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IDEAL AND REALITY 
By BALTRADER 


From the shipowners’ point of view the ideal conditions 
of the freight market are when both East and West are 
short of tonnage. This does not often happen because 
when Europe has a large requirement of space for cargo 
from North America there are plenty of big and fast 
carriers to satisfy the demand, and these soon perform 
their commitments and are on the market again asking 
for more. On the other hand, a continual stream of 
ships is usually on passage with coal, sugar and grain 
from the Western Atlantic to Japan or with fertilisers 
from Europe to China. After discharge this large volume 
of tonnage, which has earned a varying profit up to date, 
must be found employment; this is not always an easy 
matter. 

The quiet condition of the North Pacific market is 
partly due to the fact that China has many ships on time 
charter to load her cargoes of wheat. Whatever the 
cause, it is regretted by many owners who rarely or never 
send their vessels to Australia and are accustomed to 
discharge in Japan and thereafter load on the other side 
of the Pacific, because Japan and the North Pacific are 
like Jack Spratt and his wife: Japan imports and does 
not export by tramp ship and it is the opposite in the 
case of the North Pacific, with the much reduced excep- 
tion of importing motor cars from Europe. The present 
policy of the authorities in British Columbia is to reserve 
most of the export grain for countries most conveniently 
suitable geographically, say Japan and China, both of 
which are importing considerable quantities from Van- 
couver, Victoria or New Westminster. Wheat for India 
is of course supplied as a gift by the United States and is 
loaded on the East or West Coast of the U.S. Rates of 
freight from Vancouver to Japan have been steady for 
some time at $6.50 but fixtures have not been reported 
for some days. The rate for India from the North Pacific 
has declined by 5s, and finally the Chinese charterers seem 
to be determined to shade the *rate from both British 
Columbia and Australia. 


Problems of the Far East 


Sometimes owners of the large fast vessels have brought 
their ships back from the Far East in ballast to the United 
States Atlantic ports, but that solution is out of the ques- 
tion for the smaller and less efficient types of vessel. It 
has often been a matter of wonder what becomes of the 
ships after discharge in the Far East, but some will cross 
the Pacific to British Columbia or the United States 
Pacific ports, others will load in the Philippines or Aus- 
tralia, while some may obtain cargo from China to Europe. 
At present China.appears to be mainly interested in im- 
port on account of the failure of harvests. Australia is 
fully occupied in fulfilling commitments to supply Europe 
and China with the grain cargoes already sold to them, 
and the North Pacific has little to offer. It is not surpris- 
ing, therefore, that rates from the Western Atlantic to 
the Far East are inclined to stiffen because owners are 
afraid that if demand in the Pacific area should remain 
as it is they will lose what profit they may have made 
on the outward voyage. This particularly applies to the 
10,000-tonner of wartime vintage which is favoured in 
the scrap trade. For this business the rate which was for 
long steady at $105,000 from United States Gulf to Japan 
has lately risen to $120,000. 

Japan and China are not the only countries interested 
in imports from the Western Atlantic. Ceylon is charter- 


ing tonnage for flour from Europe and America and sugar 
from various sources but mainly from Cuba. Russia is 
active in the market for sugar from Cuba to the Black 
Sea and the Baltic. It cannot be denied that the action 
of the present Government of Cuba in dispossessing 
American and other nationals has provided much extra 
employment to international shipping. Instead of Cuban 
sugar being transported a short distance to the United 
States it is being shipped in increasing quantities to coun- 
tries much more distant, such as Russia, Ceylon and 
China. 


The Freight Markets 


There were further signs of weakness in the Far East 
trades last week and as a result owners were asking and 
securing higher rates in the outward direction from this 
side to Japan and China. There was little change in the 
trans-Atlantic trades with grain inquiry failing to expand 
but fixtures included a 15,000-tons tanker with barley 
from the Great Lakes to Hamburg at $8.75 f.i.o. but with 
St Lawrence completion at $3, April loading, and a 
20,000-tons vessel, World Campaigner, with wheat from 
the St Lawrence to Antwerp at $4.25 free discharge, April 
10/25. The Colytto was fixed with heavy grain from the 
U.S. North of Hatteras to the Mersey at 48s, March 28 
April 10, and the Polytrader takes a similar cargo from 
the U.S. Gulf to Manchester at 62s 3d, April 1/15. At 
the end of the week there were reports of a March/ April 
vessel being fixed with heavy grain from the U.S. Gulf 
to Japan at the higher rate of $10.25 free discharge. 

A feature of the markets was the improved rates paid 
for scrap from the United States to Japan and fixtures 
included Maria G. Culucundis, 9,500 dwt for cargo, 
475,000 cu ft bale, from New Orleans to Japan at $120,000 
f.i.o., April 5/20, and Saronis, a vessel of similar size, 
from Boston and Portland to Japan with scrap at $118,000 
f.i.o., April 10/25. From Cuba a prompt vessel was re- 
ported fixed with sugar to South China at the substantially 
higher rate of 102s 6d f.i.o. and free taxes, route via Suez 
or Cape, and although Russian charterers were known to 
be actively inquiring for tonnage for sugar from Cuba to 
the Black Sea there were no fixtures reported except on a 
period time charter basis. 

The Australian market was quiet but fixtures included 
a vessel with bulk wheat ex silo from New South Wales 
to China at the substantially lower rate of 54s free dis- 
charge, option Victoria loading at 55s, March 25/ April 15. 
The Cragmoor was fixed with a similar cargo from West 
Australia to U.K./Eire at 80s, option London at 77s 6d, 
Antwerp/Hamburg range at 75s, loading as far ahead as 
June 24/July 31. In the Far East the Corona, 508,000 
cu ft bale, was fixed with copra from the Philippines to 
Antwerp/Hamburg range at 18 cents per cu ft bale, f.i.o. 
and stowed, option Scandinavia discharge at $3,000 extra, 
March 20/30, and an April/May ship takes rice from 
Burma to Cuba at 68s f.i.o., followed by a cargo of sugar 
from Cuba to South China at 92s f.i.o. and free taxes, 
option Shanghai discharge at 93s. 

Timecharter fixtures included Stad Alkmaar, 9,794 dwt, 
1144 knots on 25 tons fuel oil, at 17s per ton, delivery 
Rotterdam, redelivery Continent, one West African round, 
April 20/25, and Nymphe (ms), 11,086 dwt, 565,000 cu ft 
bale, 1314 knots on 1614 tons fuel oil plus % ton diesel, 
at 23s per ton, delivery Liverpool, redelivery Persian Gulf, 
trip out March 23/285. 
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Liverpool Steam Ship Owners’ 


Association 


THE RETIRING CHAIRMAN’S ADDRESS 


At the annual general meeting of the Liverpool Steam 
Ship Owners’ Association on March 14 Mr J. K. Harrison, 
director of Thos. & Jas. Harrison Ltd, was elected 
chairman for the ensuing year and Mr M. R. Weeks, 
director of the Federal Steam Navigation Co Ltd and 
chairman and managing director of Marwood & Robert- 
son Ltd, was elected vice-chairman. In his address the 
retiring chairman, Mr R. Stewart MacTier, a partner in 
Messrs. Alfred Holt & Company, said there were four 
points on which he would like to place emphasis, and the 
following are abstracts from his speech. 

The first is our relations—in the context of international 
shipping—with the United States. During the past year 
American shipping policy has been the subject of increas- 
ingly severe criticism by her N.A.T.O. allies in Europe. 
What are we objecting to? Are we being reasonable? 

Let me make it perfectly clear that Liverpool shipowners 
recognise fully that for strategic reasons the United States 
must have a strong merchant navy and, her economy and 
standard of living being what it is, this means that 
American flag ships must be subsidised. For the same 
reason we understand—though we don’t like—her exten- 
sive use of flags of convenience. Finally we appreciate that 
the American anti-trust concept of industry is part of the 
American way of life. 


Concern at American Actions 


What we do object to is firstly having to compete with 
subsidised American tonnage with “built-in defence 
features” such as very high speed, which could never be 
justified by the true economics of the trade concerned. 
Secondly we object most strongly to the current inquisi- 
torial proceeding of the Federal Maritime Board into 
matters which have no direct bearing whatsoever on the 
trade of the United States. Thirdly we are deeply con- 
cerned at the shipping legislation now in its preliminary 
stages in Congress. I am entirely satisfied that if the so- 
called Bonner Bill becomes law in its present form it will 
totally destroy internationally organised passenger and 
freight liner services to and from the United States. That 
is bad enough, but what happens to the seaborne trade 
of the world if in retaliation other countries act as the 
United States is acting today? 

But—may I return to my starting point—we in Liver- 
pool, historically and today, have the closest link with the 
United States. We believe and hope that we have a con- 
siderable understanding of their national shipping prob- 
lems. But we do wonder sometimes whether our great 
ally realises just how basic shipping is, not only to the 
prosperity but to the very existence of their N.A.T.O. 
allies, and just how much damage they are doing us. These 
matters have been fully discussed with the Minister of 
Transport, and we have no doubt that the Prime Minister 
will discuss this major issue of N.A.T.O. defence policy 
with the President during his forthcoming visit to the 
States. 

The second point which I should like to stress and 
which was raised in the industry's policy report is research. 
There are various important aspects of this problem, but 
this afternoon I wish to refer only to one, namely, nuclear 
propulsion of ships. 

The phenomenal development of the British shipping 
industry during the second half of the 19th century was 


Mr R. Stewart MacTier, the retiring 
chairman 


in no small degree the result of British marine engineers 
leading the world in the development of steam machinery. 
And so I cannot overstress the importance which I per- 
sonally attach—from the point of view both of British 
ship and engine builders and our own industry—to our 
making an all-out effort to achieve a breakthrough in 
the development of a reactor which will make propulsion 
at sea a commercial proposition. 

As I understand published information, today no proved 
reactor type comes within this category of being potentially 
commercially viable. Nuclear research is so fantastically 
costly that it can only be undertaken by Governments 
yet we have no indication that Her Majesty's Govern- 
ment has devoted any serious effort to developing a marine 
reactor. Is this not a line of research which in the national 
interest as well as in the interest of British shipbuilding 
and shipping should be vigorously pursued? 


Industrial Relations 


My third point concerns what is commonly called “in- 
dustrial relations.” You may thing it strange that in our 
annual report no reference is made to two major misfor- 
tunes which the British shipping industry sustained during 
the year as the result of unofficial strikes—misfortunes 
which affected every one of us, whether we work afloat 
or ashore. The first was the unofficial seamen’s strike in 
August/September last, and the second the unofficial 
strike of London tally clerks in September / October. 

We have made no reference to these strikes in the Asso- 
ciation’s report because, as you know, industrial relations 
are outside our Association’s terms of reference. But | 
think you would feel that I should at least comment on 
the effect of these industrial upheavals on the present 
working and the future prospects of the British shipping 
industry. 

To me, as a Liverpool shipowner—and here I speak 
purely personally—there are two facets of the use of the 
strike weapon in our country’s basic industries which | 
find profoundly disturbing. The first is that our chief 
competitors in shipping, shipbuilding and dock operation 
in Northern Europe apparently can settle their industrial 
disputes without the use of a weapon which can and does 
do infinite harm to a country’s whole economy. The second 
is the hardship which in an island like ours a shipping 
or a dock strike can and does inflict on so many quite 
innocent people—housewives and the men and women 
engaged in our export trade. 

As to the industrial aspects of our own misfortunes in 
1960 I should not presume to comment. But I do suggest 
that if the so-called “democracy” is to survive in the 
industrialised West a solution must be found to the curse 
of unofficial strikes and indeed to the use of the strike 

(Continued on page 292) 





286 The Shipping World 


Oil Topics 
PROGRESS AT DAS ISLAND 


Goop proGREsS is being made by Abu Dhabi Marine 
Areas Ltd in its preparation for the first phase of com- 
mercial production from its underwater Umm Shaif oil- 
field, 60 miles off the Trucial Coast in the Arabian Gulf. 
A.D.M.A. is owned two-thirds by The British Petroleum 
Co Ltd, and one-third by Compagnie Francaise des 
Petroles. 

Das Island, which has been the base for A.D.M.A.’s 
drilling operations since they started in 1958, is now being 
developed as the operating centre and exporting terminal 
of the oilfield. The Umm Shaif field is about 20:miles east 
of Das Island and the two will be linked by an 18-in 
submarine pipeline. On Das Island the main pipeline will 
terminate at the gas/oil separators. The crude will then 
pass through flow tanks to the main crude storage tanks. 
From the storage tanks the crude will be pumped to the 
tanker loading berth through a 26/28-in diameter pipe- 
line, of which about half the length will be a submarine 
section. The tanker berth itself will be offshore. Both the 
crude loading pumps and the new electric generating 
equipment will be driven by gas turbines operating on 
gas from the separators. On the island considerable initial 
work has already been completed. This includes a large 
part of the additional housing and the laying out of the 
new industrial area and the site for the crude storage 
tanks. Erection of the tanks is now starting. The existing 
artificial harbour is being extended to provide shelter for 
the new mooring tugs, and construction of the tanker 
loading berth has begun. 





Aden Refinery Expansion 
THE PROCESSING CAPACITY of BP’s Aden refinery is to 
be increased to 6.8 mn tons a year throughput from its 


The BP Tanker Company's 35,500-dwt tanker ‘‘ British Energy"’ after 
discharging at the BP terminal at Angle Bay, Milford Haven 
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present annual capacity of 5.5 mn tons. No new process- 
ing units will be required. The higher capacity will be 
achieved by modification and minor additions to existing 
units, re-allocation of tankage and modifications and addi- 
tions to pipeline systems. The work will cost about £550,000 
and is expected to be completed by the end of this year. An 
installation for the export in bulk of liquid petroleum gas 
by tanker is also nearing completion. This comprises two 
hortonspheres each capable of holding 250 tons of L.P.G. 
together with the necessary pumping and jetty facilities. 
The L.P.G. has previously been exported in small con- 
tainers from an adjacent installation. 


Shorter Notes 


IN THE new oil harbour of Halmstad, Sweden, the Gulf Oil 
Company has started to build storage tanks at a cost of Kr2 
mn. These storage facilities, with a total capacity of 20,000 cu m, 
are expected to be completed at the beginning of next year, 
when the imports of the Gulf Oil Company will go direct to 
Halmstad instead of via Halsingborg as is now the case. 

THe British Petroleum Co Ltd has produced two new 
documentary films, entitled The Hidden Power and Service to 
Industry, both dealing with the subject of industrial lubrica- 
tion. The first film shows typical lubrication conditions in 
various industries in Europe, and outlines the research work 
in the latoratory which goes to providing suitable lubricants 
for these various conditions. Service to Industry shows many 
aspects of the BP lubrication service, such as the spectro- 
graphic analysis of crankcase oil, the development of special 
cutting oils and tests on lubricants for free-piston gasifiers. 





RECENT SHIP SALES 


Cargo steamer Devanha (ex-Lautoka, 10,190 dwt, 7,367 grt, 
4,387 nrt, built Vancouver 1947 by West Coast Shipbuilders 
Ltd) sold by P & O Steam Navigation Co to Hong Kong 
trading buyers for about £105,000. 


German motor vessel Commerz and Continent (7,400 dwt, 
5,000 grt, 3,300 nrt, built 1955 by H. C. Stulcken, Sohn) 
sold by Bartholomey & Co, Hamturg, to the Cia. Naviera 
Haverteck & Skalweit S.A., Chile. The Continent will be re- 
named Alli Pan, and the Commerz has been on charter to 
the buyers. 


Turbine tanker Fraternity (25,000 dwt, 17,860 grt, 10,450 
nrt, built Rijeka 1960 by Brodogradiliste “3 Maj’) originally 
ordered for Greek interests, and now apparently lying com- 
plete at Rijeka, sold to Russian buyers and renamed Trud. 

Literty-type steamers Moses G. Farmer, Alexander 
Hamilton, James De Wolf and Clinton Kelly (all 7,176 grt, 
4,380 nrt, built U.S.A. 1942-43) so'd by U.S. Maritime Admini- 
stration for $52,290 each for demolition. 


Literty-type steamers George Durant and Raymond B. 
Stevens (7,176 grt, 4,380 nrt, built U.S.A. 1943-44) sold by 
U.S. Maritime Administration for $45,045 each for demolition. 


Literty-type steamer Alnitah (ex-John A. Logan, 7,194 grt, 
4,383 nrt, built 1943 by Permanente Metals Shipyard No 2) 
sold by U.S. Maritime Administration for $52,887 for demo- 
lition. 


Literty-type steamer Joseph Gale (7,176 grt, 4,374 nrt, built 
1942 by Oregon Shiptuilding Corp.) sold by U.S. Maritime 
Administration for $51,199 for demolition. 

Literty-type steamers Benjamin Goodhue and Zachary 
Taylor (atout 7,180 grt, 4,380 nrt, -uilt U.S.A. 1942) sold by 
U.S. Maritime Administration for $48,100 each for treaking up. 


Turtine steamers Auburn (ex-Kathay), and Panamint (ex- 
Northern Light) (7,100 tons disp'acement, built U.S.A. 1943, 
formerly used as amphibious force flagships) sold by U.S. 
Maritime Administration for $216,666 the two for demolition. 

Padd'e steamer Monarch (ex-Shanklin, 399 grt, 181 nrt, built 
1924 ty John IL. Thornycroft & Co Ltd) sold by Cosens & 
Co Ltd, Weymouth, to Haulbowline Industries Ltd for demo- 
lition, 

(Continued on page 298) 
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The Blue Star Liner AUCKLAND STAR 
General Bunker Sales Agents to 


BP TRADING LIMITED 





WM. CORY & SON LIMITED - CORY BUILDINGS - FENCHURCH ST, - LONDON E.c.3. 
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LIGHTING 
THE 
WAY TO 


SS * Empress of Britain’ — Canadian Pacific Steamships Ltd. 


CONFI 
AT SEA 


In these pictures you see lights that 
must never fail—the lights in the 
public rooms of four great ocean 

liners. They are G.E.C. lights— 
chosen because the famous initials 
G.E.C. have a world reputation 

for reliability in everything electrical 
—and lighting plays an important 
part and occasionally a crucial 

one in maintaining confidence 


at sea. 


Lighting installations are presently 
in hand in the following new liners: 
Empress of Canada’, ‘Oriana’, 
Canberra’, ‘Windsor Castle’. 


MV * Bergensfjord’ — Norwegian/ American Line. 


INSPIRES 
re 


SEA 


SS ‘ Iberia’ — P. & O. Line. 
THE GENERAL ELECTRIC CO. LTD - MAGNET HOUSE * KINGSWAY - LONDON + W.C.2 
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NEWS FROM OVERSEAS 


From THE SHIPPING WORLD’S Own Correspondents 


Shipyards for U.A.R. 

Since January, work has been in progress at Port Fuad, 
on the Suez Canal opposite Port Said, on the construction 
of two building berths for 6,000-dwt vessels. The work 
is being carried out under the technical supervision of the 
Hamburg shipyard of H. C. Stilcken Sohn. Both berths 
should be completed by the end of the current year. The 
second phase of construction, which is due to be com- 
menced early in 1962, covers the extension of one of these 
berths for vessels of up to 10,000 dwt. Costs up to the 
completion of the first phase of construction are estimated 
at £E1.5 mn. The foundation stone of the new Egyptian 
shipyard was laid recently on the occasion of the first 
launch of a vessel from the former repair works of the 
Suez Canal Authority at Port Fuad. Parts of the 3,245- 
dwt newbuilding have been constructed at Hamburg by 
H. C. Stiilcken Sohn. The construction of the hull was 
carried out on the only slipway of the repair yard, on 
which the keel of a sister ship has now been laid. The 
first vessel will be completed by the middle of this year. 

Another Egyptian shipyard is currently being built by 
the Russians at Alexandria. Originally this yard should 
also have been constructed by Stiilcken. But with the 
delivery to Egypt of several Soviet destroyers, the U.S.S.R. 
urged Cairo to overhaul and service the naval craft with 
Russian engineers. 

Parts for ships will also be delivered by Stiilcken to 
Formosa. Under a contract with the Central Trust of 
China (C.T.C.) a consortium of the German industrial 
enterprises of Stiilcken, MAN, AEG and Salzgitter will 
supply materials, technical equipment and engines for the 
construction of two fast cargo liners of 12,5000 dwt each. 
The German deliveries are worth 5.8 mn dollars. 


Shipbuilding in Bulgaria 

THE Bulgarian shipbuilding industry is reported to have 
exceeded its planned target'for 1960 by 3.6 per cent, or 
13 mn leva (about £650,000). Its planned target for 1961 
is 265 mn leva (about £13,260,000), represented by 25 
vessels, including two 4,000-tons tankers and four floating 
repair shops, of concrete construction, one 3,000-tons 
freighter and two passenger ships, each with cabin accom- 
modation for 100 passengers, of normal construction. 


Work is to be started on a Soviet contract for a series of 
6,500-tons floating docks and a 1,200-tons oi! barge, of 
concrete construction, and on the first of a series of 5,000- 
tons motor ships of normal construction, for the State- 
owned Bulgarian Shipping Line. In addition the Georgi 
Dimitrov Shipyard, Yarna, expects to do a great deal of 
shiprepair work. To cope with this expanding programme, 
considerable capital construction of various kinds is to be 
undertaken in the course of the year, notably in the pro- 
vision at Yarna_ of a new quay for finishing the floating 
docks mentioned above, and of new equipment for speed- 
ing-up and improving work in the section devoted to 
building in concrete. Four more cranes of 15-tons capacity 
and two of 10-tons capacity are to be acquired for the 
same yard, which will shortly have a central supply of 
oxygen and acetylene for welding. 


Norwegian Legal Case 

A DECISION by an arbitration court recently published 
in Norwegian papers will doubtless be studied by yards 
and shipowners all over the world. The participants in the 
case were Sigval Bergesen d.y. & Co, Oslo/Stavanger, and 
Eriksbergs Mekaniska Verkstad, the Swedish shipyard. 
According to a statement by the Norwegian shipowning 
company the dispute was as follows: Since the war the 
Norwegian company has ordered some 215,000 dwt of 
tonnage from the Swedish yard, and the latest order, about 
which the dispute arose, contained an option to build a 
ship larger than 36,000 tons, “if the capacity of the yard 
should in the meantime be enlarged so that a bigger vessel 
could be built.” Before this option expired, stated the 
owners, the yard concluded a contract with a United 
States oil company to build five tankers of 48,000 dwt. 
These orders would need considerable expansion of the 


FIRST SHIP FOR NORWEGIAN OWNERS 


The cargo ship ‘‘Seahorse’’, 8,170 dwt, has been delivered to |/S Seahorse 
(Mr Nils Hugo Sand, Oslo) from Uddevallavarvet A/B, Sweden. The 
vessel has 391,550 cu ft grain capacity distributed between four holds. 
The cargo handling arrangements comprise four !0-tons and ten 5-tons 
derricks as well as a heavy-lift derrick of 50-tons capacity at No 3 hold. 
The main engine is a six-cylinder Gotaverken diesel built by Uddevalla- 
varvet under licence. It develops about 5,600 bhp at //2 rpm. The 
‘Seahorse’ reached 17.3 knots on trials 
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yard. The first of these five vessels was to be delivered 
before, and the second practically simultaneously with, 
the delivery of the tanker of 36,000 dwt ordered by Mr 
Bergesen. However the yard did not try to make avail- 
able a berth for a larger vessel for the Norwegian com- 
pany. Only after a time did it offer Mr Bergesen a berth 
for a 48,000-50,000-dwt tanker with delivery in 1963, and 
at such a high price that the Norwegian company cancelled 
the order. The yard later demanded Sw.kr12,437,000 in 
compensation and submitted the case to arbitration. The 
owners produced statements from three Danish lawyers 
who agreed that the owners had a right to cancel, and 
stated that “the yard has shown grave and real negligence 
of its duty to inform and be loyal to its customers, a 
duty which in such business contracts must rest upon the 
yard, and therefore this negligence must be considered a 
breach of the contract on the part of the yard.” 

The yard produced a statement from a professor at 
Oslo University, who agreed with the yard in its claim 
because it was clear from the papers concerning the orders 
from the United States that these orders (which would 
give the yard a profit of Nor.Kr.100 mn were necessary 
if the yard was to expand at all. However the yard later 
admitted that this was not the case. The decision by the 
court reduced the claim to Sw.Kr7,226,000 and ruled 
that costs should be shared. The owners later paid the 
sum under protest. 


Japanese Shipping Notes 

THE nine Japanese lines operating Japan-New York liner 
services have agreed to apply their freight pooling system 
to homeward cargoes, with effect from March 1. Intro- 
duced last year, the system previously covered only out- 
ward cargoes. It is operated by combining the lines into 
three groups as follows: (1) N.Y.K. and Mitsui Steam- 
ship; (2) O.S.K. Kawasaki Steamship and Yamashita 
Steamship; (3) Daido Kaiun, Shinnihon Steamship, Iino 
and Mitsubishi Shipping. Meanwhile, the Minister of 
Transportation was reported to have advised the 11 Japan- 
ese lines concerned to ignore U.S. Federal Maritime Board 
demands that they produce for inspection their books 
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One of the two 27,000-grt turbine- 

driven passenger liners for the 

Australian service of Lloyd Triestino, 

seen under construction at the Mon- 

falcone yard of Cantieri Riuniti dell’ 

Adriatico. The vessels are Yard Nos 
1862 and 1863 


and other records held out- 
side the United States. The 
demands were made on the 
basis of the FMB ruling last 
year that 394 shipping com- 
panies of various nations, in- 
cluding the United States, 
were required to do so in 
connection with an _ investi- 
gation into alleged violations 
of U.S. maritime laws. 
Marchessini Lines, which 
caused considerable unrest 
last year by operating as an 
outsider on Japan-U.S. 
routes, has been granted 
membership in the Trans- 
Pacific Freight Conference of 
Japan. Some time ago, the 
Japan-Atlantic and Gulf 
Freight Conference also ac- 
cepted the company’s applica- 
tion for membership. Mar- 
chessini announced that their 
previous general agency agreement in Japan has been 
terminated, and Daido Kaiun Kaisha will represent them. 
Haines is to be added to Anchorage, Sitka and Wrangel 
as an Alaskan port of call for Kawasaki Kisen vessels 
from June, the company has announced. It said the first 
Kawasaki sailing for Alaska this season will be the 8,946- 
dwt Kazukawa Maru, due to leave Yokohama on April 28 
and arrive at Anchorage on May 10. Last year, Kawasaki 
Kisen, Yamashita Kisen and Mitsubishi Shipping cooper- 
ated to provide a Japan-Alaska service with a frequency 
of one sailing monthly. It is understood that this agree- 
ment will continue this season. 


Pilgrim Ship Conversion 

THE FORMER Australian coastal passenger liner Kanimbla 
is being converted to a pilgrim ship at the Kawasaki Dock- 
yard, Kobe. She is under charter to Toyo Yusen Kaisha, 
who plan to use her in the Indonesia pilgrim trade. The 
conversion is scheduled to be completed on March 20, 
and will increase the vessel’s passenger capacity to 2,000. 
A sub-chartering offer of the liner to the Indonesian gov- 
ernment, to be formerly accepted about mid-March, is 
said to have been very low compared with offers of 
British ships. Toyo Yusen Kaisha previously had the old 
Japanese liner Koan Maru converted into a pilgrim ship 
for the same trade, after first fitting it out as a pleasure 
cruise ship for Japanese coastal waters. In recent years 
the Kanimbla has been operated as a cruise ship between 
Australia and Japan. 





THe Merchant Shipping (Vessels) Act 1960, one of the first 
of a series of basic laws which will replace Turkish and British 
mandatory law in ordering Israel’s maritime life, has now come 
into effect. The Act deals with questions of nationality and 
flags of vessels, registration, mortgage and wage rights of 
seamen in case of disaster at sea or bankruptcy of the ship- 
owners. With promulgation of the Act, a series of regulations 
by the Israeli Minister of Transport also takes effect. These 
concern the building of vessels and its supervision, establishing 
the capacity of the vessels, and the registration, redemption, 
transferability and negotiability of mortgages. 
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The “Caesarea” 


The Shipping World 


and * Sarnia ”’ 


BRITISH RAILWAYS SHIPS FOR CHANNEL ISLANDS SERVICE 


THERE will shortly be two new British Railways passen- 
ger vessels in service between Weymouth and the Channel 
Islands. The first of these vessels, the Caesarea, 4,174 grt, 
has been built by J. Samuel White & Co Ltd, Cowes, 
1.0.W., who are now completing the sister ship Sarnia. 
These are the largest ships yet ordered for the Channel 
Islands service, and the largest which can be handled at 
the port of St. Helier, Jersey. The crossing from Weymouth 
takes about 414 hours to Guernsey, and rather longer to 
Jersey. These times are of course very much shorter than 
those required on the service from the previous terminal 
port of Southampton. The crossing may be made by day 
or at night, and a considerable proportion of the seating 
is designed to allow passengers to rest or sleep in com- 
fort. The crossing can be an unpleasant one in bad 
weather, but the ships have been fitted with Denny-Brown 
stabilisers. 

Two sets of steam turbines have been fitted, to give 
the ship a speed of about 20 knots. Extensive use of 
fireproof materials has been made, several thousand 
square feet being used for interior linings as well as for 
bulkheads. To enable her to enter ports stern first the 
new ship has been fitted with a bow rudder. 

The principal particulars of the Caesarea are as 
follows : — 

Length o.a 322ft 
Length b.p. 312ft 
Breadth, moulded Sift 
Depth, moulded to main deck 18ft 9in 
Draught, mean loaded 13ft 6in 
Gross tonnage 4,174 tons 
Machinery output 8,500 shp 
Designed speed 20 knots 
Passengers (one class) 1,400 

The Caesarea has two continuous decks, main and 
upper, with a promenade deck, boat deck and navigating 
bridge deck above the upper deck. The lower deck 
extends forward and aft of tbe machinery spaces. The 


hull below the main deck is subdivided by eleven water- 
tight bulkheads. As stated, stabilisers have been fitted to 
reduce the extent of rolling in heavy seas. These have 
been supplied and fitted by Brown Bros & Co Ltd, and are 
sited at the after end of the boiler room. They have an 
outreach of 8ft Sin and a fore and aft width of 4ft 2in. 
The area of one fin is 35 sq ft, and the total normal pres- 
sure on one fin at maximum fin angle and service speed 
is 31.5 tons. 

Openings in main bulkheads in machinery spaces and 
shaft tunnel are fitted with horizontal sliding watertight 
doors supplied by J. Stone & Co (Chariton) Ltd. 
These doors are operated by the Stone electric control 
system. Openings in main bulkheads at the end of the 
car and cargo spaces are fitted with horizontal sliding 


Wheelhouse showing new A.E.I. ship’s telegraph and A.E.G. steering 
wheel column 
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(1) View showing seating accommodation in the buffet lounge on “C 
(3) A view of the restaurant which seats |10 passengers 


watertight doors supplied by the Westmoor Engine Works 
Co Ltd, Sunderland. 

Special provision has been made in the design and 
equipment of the vessel to deal with the fire hazard and the 
vessel has been divided into two zones which are virtually 
fireproof, each zone containing equipment to detect, pre- 
vent and fight fires. Openings in fire screen bulkheads 
are fitted with fireproof doors or fire-resisting rolling 
shutters. The doors are of the “Kleenflush” type manufac- 
tured by Dreadnought Fireproof Doors (1930) Ltd. 

As an additional precaution against fire the Caesarea 
has been equipped with no less than 55,000 sq ft of 
Marinite, which is applied as A-class insulation and as 
the structural material for all the accommodation bulk- 
heads and linings. There is one-class accommodation for 
1,400 passengers, who are carried on all decks, with the 
exception of the navigating bridge deck. Accommodation 
for 62 persons in one and two-berth cabins is arranged 
on the lower deck forward, and there are two cabins-de- 
luxe on the promenade deck. Seating accommodation 
has been provided for all passengers. 

The public rooms are tastefully furnished on modern 
lines and with a view to easy maintenance, and use has 
been made of interesting and decorative timber and plas- 
tic veneers. The ceilings, predominantly of white or 
broken grey, are constructed of slotted incombustible 
panels specially designed by Solastos Ltd for the British 
Transport Commission. The internal decoration and 
furnishing has been carried out for the builders by 
Trollope & Son (London) Ltd, to designs prepared by 


*” deck 


22 Marcu 196] 


(2) Seating accommodation in lounge on “B”’ deck 


(4) The smoke room and bar on “ B” deck 


the Commission’s architect, Dr F. F. C. Curtis. 

The chairs in the lounges are of special design and 
upholstered in hide of various attractive shades. Chairs 
in the restaurant, bars, cafeteria, etc, have metal frames, 
the seat, back and sides either being covered in hide or 
of fibreglass. These chairs are also of a special design 
evolved by the B.T.C. architect. Semi-reclining hide uphol- 
stered chairs are provided in two lounges on the main 
deck. Floor covering is of linoleum. Lighting is principally 
tungsten with some concealed cold-cathode lighting in 
addition. 

The curved bar counter which dominates one end of 
the smoke room and bar on the promenade deck is faced 
in white plastic with black skirting and has a bar rail of 
rosewood. The timber predominating in this space is 
Andaman Padauk. The doors have Padauk frames, the 
remaining wood being East Indian Rosewood, which is 
also used for the display and storage cupboards in the 
bar. Seating is provided for 95 persons. The tables have 
plastic tops and rosewood edges. 

The lounge is panelled in Lebanon cedar, and has fixed 
seating for 114 persons. The seats are upholstered in 
hide in attractive colours. The small fixed tables are of 
teak with plastic tops. In the buffet and bar the principal 
timber used is teak, with yew for the bulkhead panelling. 
The bar and buffet at the after end has a teak frame, with 
plastic filling. Seating and tables are similar to those in 
the promenade deck lounge. There are seats for 117 
persons. 

Andaman Padauk has been used again for the panelling 
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The Conquest of the Sea continues 


Primeval man in his hollowed-out tree trunk 
may be forgiven for having congratulated 


ship 


design. The same pride must have recurred 


himself on achieving the ultimate in 
during the millennia when oars, sails and 
propellers replaced the pole and the paddle 
as means of propulsion. Even today new 
materials and techniques change the design 


and performance of ships. Take Marinite. 


s+ 


This light, incombustible sheet, used for 
accommodation structures, has given ships’ 
designers new scope, one instance being the 
simultaneous sheathing and fire insulation 
of aluminium in ships’ superstructure. 

A few statistics—So far, 14 million square 


been 


delivered for 790 ships. 1§1 owners satistied 


feet of British-made Marinite have 


and 114 shipyards supplied. 


yl a] MARINITE won comsusrisie sneer 


THE UNSEEN SAFETY FACTOR. 


25-27 NORTH ROW, LONDON Wi TEL: 


GROSVENOR 5115 


BRITISH MACE 





FACTORY AT PETERSHILL ROAD, GLASGOW 
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90 lbs of ICE per day— 


for less than 29 


THE AMAZING 


B-100 AUTO ICE 
MAKER 


What an essential for Hotels, | 
Restaurants, Clubs, Bars . . . | 


continuous... all day...every " # 


day ... bright, crystal clear ice 


. . an astounding advertisement ~ 


for hygienic and modern service. 


The B-100 is completely auto- 
matic, makes and stores ice 
quietly, efficien:ly, econom- 
ically and uniform in 
shape—always ready to 
pop into drinks. 


Other models available 
producing from 139 ibs 

to over 43 ibs of ice— \ 
Write for leaflets. 


As supplied on the new Caesarea | 


ie 


& Sarnia B.T.C. Shipping Services | 
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9 CURZON STREET, LONDON, W.!. 


Telephone: GROsvenor 3578 
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92/3, MINORIES, LONDON, E.C.3. ROYAL 6388 
ESTABLISHED OVER 100 YEARS 


FLAG OUTFITS FOR 
s.s. CAESAREA & s.s. SARNIA 
MADE BY 


T. ©. HAYWARD « Co. Lo. 


FLAGMAKERS TO MANY OF THE 
LEADING BRITISH COMPANIES, 
EXPERIENCED & EQUIPPED TO MEET, 
AT THE SHORTEST NOTICE, URGENT 
MARINE REQUIREMENTS. 


ALSO MANUFACTURERS OF CANVAS FOR 
HATCH & BOAT COVERS, AWNINGS, ETC. 











AIDS AND BRAINS 


Manchester's reputation has been 
built on speedy and economical 
handling, good stowage and personal 
attention. With all the scientific 
and mechanical aids we have to help 
us, there is still no substitute for 
know-how, flair and initiative. 

We believe our strength lies in the 
brains we employ and in the mutual 
enjoyment of the work we do. 











Boat covers, deck covers and canvas work 
to the highest quality 
for 


ss. CAESAREA 
ss. SARNIA 


were supplied by 


RATSEY & LAPTHORN 


Sail Makers 


Government Contractors 


Canvas Workers 


COWES 
Isle of Wight 


GOSPORT 
Hampshire 








22 Marcu 196] 


Some of the specially designed reclining seats in which passengers may 
sleep or rest during the passage 


in the lounge on the upper deck with the pillars covered 
in the same timber. Seats for 136 persons are provided, 
while the tables are of teak with plastic tops. In the buffet- 
lounge on this deck, the buffet and shop are centrally 
situated and have a plastic-faced front. Panelling through- 
out is of Lebanon cedar. Seating, which is of the same 
type as in other spaces, accommodates 132 persons. 

The attractive restaurant on the upper deck seats 110 
persons and is panelled in yew. Seats are covered in hide 
in shades of red and blue green, while the tables are of 
yew with plastic tops. A large mural at the after end 
of the restaurant has been executed by Clarence Wilson. 
It has been carried out in Japanese ink, direct on to the 
timber which was then French polished. Similar style 
murals appear on some of the staircase panelling. At the 
forward end of the restaurant facing on to one of the 
entrances is the ship’s ticket office. 

On the main deck there are port and starboard lounges, 
each seating 59 persons. The seating is adjustable to the 
semi-reclining position. 

Two de-luxe suites are situated adjacent to the entrance 

serving the lounge and buffet 
on the promenade deck. Each 
suite consists of a double- 
berth cabin with an adjoin- 
ing bathroom. Panelling is 
in plastic with a rosewood 
dado and white ceiling. Ice- 
making equipment for the 
Caesarea has been supplied 
by Auto-Ice Ltd. Ratsey & 
Lapthorn Ltd have supplied 
canvas gear, while flags were 
supplied by T. C. Hayward & 
Co Ltd. 

The ship has two steering 
gears, one fitted on the main 
deck aft and one forward for 
operating the bow rudder. 

Both gears have been manu- 
factured by A.E.G., Ham- 


The ‘‘Caesarea’’ and ‘‘Sarnia’’ 
alongside the fitting-out quay at the 
Cowes shipyard of J. Samuel White 
& Co Ltd. Since this photograph 
was taken, the painting scheme has 
been altered, the black hull paint 
being extended one deck higher 
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burg, and were erected on board by Brown Bros & Co Ltd, 
who now hold a licence for the construction of A.E.G. 
steering gear. (SW, 21.9.60.) A steering wheel column 
fitted with built-in angle setter and mechanical rudder 
angle indicator is fitted in the wheelhouse 


Propelling Machinery 


The propelling machinery in the Caesarea comprises 
two sets of PAMETRADA-design geared steam turbines built 
by J. Samuel White & Co Ltd, having a total output of 
8,500 shp at 275 propeller rpm at service power, and a 
maximum output of 9,000 shp. Each set consists of a 
single-casing turbine of all-impulse type driving the asso- 
ciated propeller through locked-train articulated double- 
reduction gearing manufactured by the Fairfield Ship- 
building & Engineering Co Ltd. 

Steam for the main turbines and auxiliary machinery 
is generated in two Foster Wheeler D-type oil-fired water- 
tube boilers built by J. Samuel White & Co Ltd. The 
steam conditions are 350 lb/sq in working pressure and 
650 deg F at the superheater outlet. Each boiler has a 
normal evaporation of about 44,000 lb/hr. The boiler 
plants of the Caesarea and the Sarnia are designed to burn 
oil with viscosities up to 3,500 seconds Redwood No 1 
at 100 deg F. To maintain this class of oil at the requisite 
pumping temperature, electric heating tapes have been in- 
stalled on the fuel oil suction system between the bunkers 
and the pumps. These. “Isotapes,” made by Isopad Ltd, 
Boreham Wood, Herts, are either spiralled over the pipes 
or straight traced on the underside of the pipe, in accord- 
ance with heat input required, and are controlled by 
thermostats calibrated from 80-230 deg F. Thermal lag- 
ging is applied over the tapes and pipes. The oil burn- 
ing equipment has been supplied by Associated British 
Combustion Ltd. Closed feed system auxiliaries, robot 
feed regulators and the domestic drain cooler have been 
supplied by G. & J. Weir Ltd. Steam valves have been 
supplied by Cockburns Ltd. 

Electricity for power and lighting is supplied by three 
225 kW, 225 volts DC diesel-driven generators. A 50-kW 
DC generator direct-coupled to a Ruston & Hornsby 
diesel engine running at 1,200 rpm and arranged for 
radiator cooling has been installed on the boat deck for 
emergency duties. Lubricants for the main and auxiliary 
machinery have been supplied by Shell-Mex & BP Ltd. 


a 
a 


ee ee 


\ 
bd 


; . 
TA" 


" 
him ww eal 





The Shipping World 


20 lbs of ICE per day— 


for less than 25’ weekly 
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Some of the specially designed reclining seats in which passengers may 
sleep or rest during the passage 


in the lounge on the upper deck with the pillars covered 
in the same timber. Seats for 136 persons are provided, 
while the tables are of teak with plastic tops. In the buffet- 
lounge on this deck, the buffet and shop are centrally 
situated and have a plastic-faced front. Panelling through- 
out is of Lebanon cedar. Seating, which is of the same 
type as in other spaces, accommodates 132 persons. 

The attractive restaurant on the upper deck seats 110 
persons and is panelled in yew. Seats are covered in hide 
in shades of red and blue green, while the tables are of 
yew with plastic tops. A large mural at the after end 
of the restaurant has been executed by Clarence Wilson. 
It has been carried out in Japanese ink, direct on to the 
timber which was then French polished. Similar style 
murals appear on some of the staircase panelling. At the 
forward end of the restaurant facing on to one of the 
entrances is the ship’s ticket office. 

On the main deck there are port and starboard lounges, 
each seating 59 persons. The seating is adjustable to the 
semi-reclining position. 

Two de-luxe suites are situated adjacent to the entrance 

serving the lounge and buffet 
on the promenade deck. Each 
suite consists of a double- 
berth cabin with an adjoin- 
ing bathroom. Panelling is 
in plastic with a rosewood 
dado and white ceiling. Ice- 
making equipment for the 
Caesarea has been supplied 
by Auto-Ice Ltd. Ratsey & 
Lapthorn Ltd have supplied 
canvas gear, while flags were 
supplied by T. C. Hayward & 
Co Ltd. 

The ship has two steering 
gears, one fitted on the main 
deck aft and one forward for 
operating the bow rudder. 

Both gears have been manu- 
factured by A.E.G., Ham- 


The ‘‘Caesarea’’ and ‘‘Sarnia’’ 
alongside the fitting-out quay at the 
Cowes shipyard of J. Samuel White 
& Co Ltd. Since this photograph 
was taken, the painting scheme has 
been altered, the black hull paint 
being extended one deck higher 
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burg, and were erected on board by Brown Bros & Co Ltd, 
who now hold a licence for the construction of A.E.G. 
steering gear. (SW, 21.9.60.) A steering wheel column 
fitted with built-in angle setter and mechanical rudder 
angle indicator is fitted in the wheelhouse. 


Propelling Machinery 


The propelling machinery in the Caesarea comprises 
two sets of PAMETRADA-design geared steam turbines built 
by J. Samuel White & Co Ltd, having a total output of 
8,500 shp at 275 propeller rpm at service power, and a 
maximum output of 9,000 shp. Each set consists of a 
single-casing turbine of all-impulse type driving the asso- 
ciated propeller through locked-train articulated double- 
reduction gearing manufactured by the Fairfield Ship- 
building & Engineering Co Ltd. 

Steam for the -main turbines and auxiliary machinery 
is generated in two Foster Wheeler D-type oil-fired water- 
tube boilers built by J. Samuel White & Co Ltd. The 
steam conditions are 350 Ib/sq in working pressure and 
650 deg F at the superheater outlet. Each boiler has a 
normal evaporation of about 44,000 lb/hr. The boiler 
plants of the Caesarea and the Sarnia are designed to burn 
oil with viscosities up to 3,500 seconds Redwood No 1 
at 100 deg F. To maintain this class of oil at the requisite 
pumping temperature, electric heating tapes have been in- 
stalled on the fuel oil suction system between the bunkers 
and the pumps. These. “Isotapes,” made by Isopad Ltd, 
Boreham Wood, Herts, are either spiralled over the pipes 
or straight traced on the underside of the pipe, in accord- 
ance with heat input required, and are controlled by 
thermostats calibrated from 80-230 deg F. Thermal lag- 
ging is applied over the tapes and pipes. The oil burn- 
ing equipment has been supplied by Associated British 
Combustion Ltd. Closed feed system auxiliaries, robot 
feed regulators and the domestic drain cooler have been 
supplied by G. & J. Weir Ltd. Steam valves have been 
supplied by Cockburns Ltd. 

Electricity for power and lighting is supplied by three 
225 kW, 225 volts DC diesel-driven generators. A 50-kW 
DC generator direct-coupled to a Ruston & Hornsby 
diesel engine running at 1,200 rpm and arranged for 
radiator cooling has been installed on the boat deck for 
emergency duties. Lubricants for the main and auxiliary 
machinery have been supplied by Shell-Mex & BP Ltd. 
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New Carriage 
for 


Clydebank Tank 


Light Alloy Construction 


A NEW towing carriage has 
been installed .in the ship 
model experimental tank at 
the Clydebank yard of John 
Brown & Co (Clydebank) Ltd. 
The new carriage is of light 
alloy, and was designed by 
the tank staff and constructed 
it the shipyard. It incorpor- 
ates the latest ideas in drive, 
control and instrumentation. 
The structure is of MGS 
magnesium-aluminium alloy, supplied by James Booth 
Aluminium Ltd, the choice of light alloy being deter- 
mined from consideration of strength requirements and 
weight limitation. The complete structure was electric- 
welded throughout, the British Oxygen Company's 
Argonarce process being used. 

The carriage is driven by 4-5 hp electric motors, fitted 
one above each driving wheel, the drive being transmitted 
through heavy Renold duplex chain. The power supply is 
based on the Ward-Leonard system, a shore-based motor- 
generator being connected in series with the four carriage 
motors. Speed control is achieved by regulating the volt- 
age of the generator, the excitation of which is by means 
of a magnetic amplifier. With this arrangement the opera- 
tor can pre-set the main speed control potentiometer to 
any desired final speed, automatic acceleration being 
obtained simply by closing the main contactor. An over- 
head cut-off stops the carriage automatically at the end 
of the run. Push button controls are conveniently 
arranged at the operator's position on the carriage. 


Pick-up from Overhead Wires 


Current is supplied through a grid of 11 overhead wires, 
the pick-up being through miniature trolley boom collec- 
tors. This overhead grid supplies 240-volts AC, 220-volts 
DC and 12-volts DC current to selected points on the 
carriage. The whole of the electrical equipment was sup- 
plied by The English Electric Co Ltd. 

The braking system is of the Dunlop disc brake type, 
fitted to each driving wheel unit and operated from one 
master cylinder and solenoid. Separate manual units are 
fitted on the rear wheel units for use in an emergency. 

The main attraction of the new carriage is the clean 
design and the large amount of space available for 
operation and observation. It is so arranged that half 
the available space houses the permanent gear for normal 
resistance experiments, which includes a new dynamometer 
and recording head. The other half encloses a large open 
space, to be utilised for equipment used for special re- 
search programmes. 

The tank at Clydebank, installed in 1903, was among 
the first of the privately-owned model basins to be built. 
It was designed on the basis of the Froude tank at Haslar. 
The tank is 400ft long, with a breadth of 20ft and depth 
of 9ft, dimensions which are the same as those of the 
Haslar tank. Many improvements have been made in the 
equipment at the tank since then, including the installa- 
tion of a wave-making machine and the design and con- 
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struction of special equipment for the making of model 
propellers. 

The new carriage replaces the original wooden carriage, 
which was designed by R. E. Froude. It is estimated that 
it has travelled some 21,000 miles in the carrying out of 
about 150,000 recorded experiments. The first ship model 
made and tested at Clydebank was of the first Caronia, 
launched for the Cunard Steam-Ship Co Ltd in 1904. 


LIVERPOOL STEAM SHIP OWNERS’ ASSOC. 
(Continued from page 285) 

weapon as a means of settling industrial disputes. Of 
course there is no easy solution to this problem. I suppose 
the only recipe is a lot of hard work, forbearance and 
patience on both sides. But insofar that strikes have their 
origin directly or indirectly from demarcation disputes, 
there is a straight issue of industrial organisation which 
can, and I suggest must, be tackled. Surely in the condi- 
tions of intense international competition which we are 
up against today we in this country cannot afford the 
luxury of internecine warfare. 

Lastly | would like to comment on suggestions which I 
note have been made recently by a number of MPs as to 
the effectiveness or otherwise of the Ministry of Trans- 
port as the Department responsible for the conduct of 
our affairs within the machine of Government. In parti- 
cular it has been suggested that shipping should be trans- 
ferred either to another existing Department or to an in- 
dependent Ministry of Shipping. 

The Ministry of Transport has two functions in rela- 
tion to shipping—the first regulatory, and the second 
what might be described as commercial and diplomatic. 
The regulatory functions of the Ministry have increased 
greatly in recent years, and we have sometimes felt that 
a disproportionate amount of the Ministry’s time and 
effort has been devoted to the job of regulating our exist- 
ence at the expense of what we should like them to do 
by way of actively promoting the industry’s welfare in 
the field of international trading. 

It was this line of thought that inspired the view ex- 
pressed in the General Council’s Policy Report that the 
responsibility of the Department should be so adjusted 
that its main function is to foster the prosperity of British 
shipping in its task of providing world trade with economic 
and efficient sea transport. I would, however, emphasise 
that we have not suggested transfer of department res- 
ponsibility for shipping from the Ministry of Transport 
to a new or to another existing department. 
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Sulphur Handling at Bayonne 


NEW PORT 


INSTALLATION 


By a Special Correspondent 


THANKS to its relative proximity to the Lacq oil and 
natural gas field, the port of Bayonne is now the point of 
shipment for large quantities of sulphur, one of the by- 
products of gas purification. Until recently most of the 
world’s sulphur has been shipped from the Gulf of 
Mexico, but in 1957 the Lacq plant began producing it 
from the acid gas, and by 1962 it is scheduled to produce 
1,400,000 tons of sulphur per annum, most of which is 
expected to be sent overseas and loaded on board ship 
by means of port equipment capable of handling 1,000 
tons an hour. This year, the export tonnage is expected 
to be nearly 900,000 tons. 

Economic research disclosed that there would be few 
European consumers sufficiently large to wish to take 
single cargoes of more than 5,000 tons and few of those 
who could would wish to take delivery of so much at any 
one time. On the other hand, many consumers might 
take smaller single shipments at fairly frequent intervals 
and consider this an advantage that could not so easily 
be offered by more distant suppliers. For this reason, it 
was assumed that a greater part of the deliveries of Lacq 
sulphur would be in vessels whose capacity would range 
from 1,000 to 5,000 tons. 


The immediate needs for Bayonne as a shipping port, 
therefore, were that it should be able to deal with a 
regular inflow and outflow of 300 to 400 vessels a year; 
that it should be capable of loading the largest ships 


partly, if not entirely, between two tides; and that it 
should be able to permit movement of and to accommo- 
date several ships within its harbour because of the none- 
too-easy access to the port and in case of unforeseen 
change of schedules. It also had to be borne in mind 
that sulphur, although the most important by-product 
from Lacq, would not be the only factor affecting the 
activity of the port. 

Initially sulphur was delivered to Bayonne from the 
Lacq field by ordinary open truck provided by the French 
Railways. Ships were loaded by grab cranes installed by 
the Bayonne Chamber of Commerce. Only with difficulty 
was a loading rate in excess of 1,000 tons a day achieved, 
making possible a monthly 
export of up to 25,000 tons, 
even when working at an 
accelerated pace for the 
machinery available. Large- 
capacity handling facilities 
became a necessity. 

After ruling out the possi- 
bility of delivery of the sul- 
phur in liquid state by wagons 
or by pipeline, the Société 
Nationale des Pétroles 
d’Aquitaine (SNPA), which 
operates the Lacq fields, de- 
cided to transport the powder 
sulphur from Lacq to Bay- 
onne in bulk, using hopper 
wagons made of light alloy, 
with rapid loading and un- 
loading facilities at each end 


General view of the loading installa- 
tion from the sulphur storage area 


of the line and rapid and large-scale ship loading facilities 
installed at the Bayonne quayside. 

In designing this handling system it was aimed to unload 
the trains sufficiently quickly at Bayonne to enable them 
to complete two round trips between Lacq and Bayonne 
daily. It was also planned that a ship entering the port 
on one full tide, whatever her tonnage, be able to leave 
loaded on the next full tide. A stock of 30,000 tons was 
also to be maintained at Bayonne to cover any reasonable 
interruption of deliveries from Lacq. 

From three possible sites for the new installation, the 
quay downstream-of Blancpignon on the left bank of the 
River Adour was chosen. This not only had sufficient 
deep water at all times, but was sheltered by sand dunes 
from the prevailing north and west winds, thereby helping 
to keep down sulphur dust. On the other hand, Blanc- 
pignon was some distance from the normal rail terminal 
at Bayonne and a special line has been built to give direct 
delivery to the sulphur quay. 


Three Types of Operation 


Three types of operation are envisaged at Bayonne- 
Blancpignon : —discharge from train to storage at 1,000 
tons/hour; discharge from train to ship at a theoretical 
rate of 1,000 tons/hour, but allowing for change of holds 
etc at a practical rate of about 800 tons/hour; and load- 
ing from storage to ship. The latter would be carried 
out with the help of a bulldozer in the storage area at 
some 600 to 800 tons/hour, giving a ship loading rate of 
500 to 600 tons/ hour. 

Taking advantage of a slight slope, the incoming rail- 
way hopper wagons are unloaded by gravity into the 
hopper of a short discharge pit which runs parallel to the 
quay and a distance of 60m from it. At the base of the 
pit hopper, the sulphur is withdrawn on to a conveyor 
belt by an extractor with rotating blades. From this belt 
the sulphur passes on to an ascending transverse belt con- 
veyor which delivers it on to a long conveyor belt which 
runs the length of the quay. This belt is operated from 
and raised up to a ship’s loader which it feeds. This 
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Telescopic chute loader poised for action 


loader has two arins fitted with conveyor belts and slung 
from a central vertical tower. One mobile arm serves the 
ships tied up alongside the quay while the other, facing 
inland, serves the storage area. Both these arms are fed 
by a short conveyor belt capable of operating in both 
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directions. The shiploading arm is capable of being 
moved as required to feed any of the ship’s holds at any 
state of the tide. It is extended by means of an inclined 
telescopic chute which reduces to the minimum the dis- 
tance of fall into the hold and thereby helps to cut down 
the amount of dust involved. A weighing machine inte- 
grated with the feed belt weighs the sulphur as it is loaded 
into the ship or as it goes to storage, and the weights are 
recorded in the controller’s cabin, from which most of the 
loader’s operations can be conducted. Emergency stop 
controls are, however, placed at strategic points. 


Reclamation from storage is by means of a bulldozer 
operating in the storage area which pushes the sulphur 
towards the pit. Ultimately, however, it is planned to 
install a hopper in an arm of the conveyor belt which will 
be fed continuously by a bucket wheel with a capacity of 
750 tons/hour. This will enable the rate of loading to 
be stepped up with reclaimed stock and will also take 
over the entire ship’s loading in the event of any inter- 
ruption at the pit. 

Auxiliary services at the sulphur quay and storage area 
include a system of ducts for water in the event of fire, 
a drainage network, illumination for night work, and 
maintenance shops. Upstream, a basin has been prepared 
to receive ships waiting to be loaded, where they can open 
their hatches and discharge their ballast. A further similar 
basin is being built downstream of the quay. 

The large cranes belonging to the Bayonne Chamber 
of Commerce may ultimately be installed in front of the 
ship’s loader so that in emergency they could be used, 
instead of the loader, for loading ships from open railway 
wagons. 





PORT LINE SHIP FROM BELFAST 


Completion of ‘‘ Port Alfred ”’ 


THe latest vessel to enter service with the Port Line Ltd is the 
refrigerated cargo liner Port Alfred. She is the first of a trio 
to be built by Harland & Wolff Ltd, Belfast. The Port Alfred 
follows closely the lines of the more recent ships of this line 
and has a tonnage of 9,050 grt. The main dimensions are 
length overall SOOft, length b.p. 470ft, breadth moulded 
67ft 6in, and depth moulded to upper deck 41ft. 

There are five main cargo holds, three forward and two 
aft of the machinery space with corresponding upper and 
lower tweendecks. Nos 2, 3 and 4 holds and lower tween- 


decks are insulated for the carriage of refrigerated cargo, Nos 
2, 3 and 4 upper tweendecks being arranged with lockers 
port and starboard for chilled cargo. Low temperature lockers 
are also arranged at the forward end of No 4 lower tween- 
deck. Nos 1 and 5 holds and lower tweendecks and Nos 1, 
5 and 6 upper tweendecks are arranged for general cargo. 
There are five large and one small cargo hatches served by 
one 75-tons, four 15-tons, four 10-tons, six 5-tons and two 
3-tons tubular stee] derricks. Accommodation is arranged at 
the forward end of the bridge deckhouse for ten passengers 
in six single-terth and two 2-berth rooms, each room having 
its own private bathroom or toilet. The propelling machinery 
consists of one single-acting H & W/B & W seven-cylinder 
diesel engine. 
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RECENT TECHNICAL DEVELOPMENTS 
Geon PVC Boat Fenders 


A New fender in expanded Geon PVC, made by Helly J. 
Hansen A/S, Moss, Norway, has been tested out by a leading 
German motor boat magazine. In these trials expanded PVC 
fenders were compared with conventional fabric-covered kapok 
fenders, and other fenders with synthetic materials, and are 
stated to have shown a marked superiority. The fenders were 
tested for pressure resistance, tensile strength, surface marking, 
and resistance to oil, diesel fuel and petrol. In each case the 
PVC fenders were superior to conventional models—in par- 
ticular it was found that the Helly-Hanson fender returned 
to its shape whatever the strain imposed. This outstanding 
power of recovery is a function of the PVC foam filling, which 
consists of innumerable cells, each of which is a miniature 
buffer. This recovery is also maintained at low temperatures: 
at 20 deg C, Shore A hardness is 40; at 0 deg C, 47; at 
10 deg C, SI. 


Fire-Retarding Solarbord 


AN entirely new product for fire-resisting bulkheads, to meet 
the requirements of the International Convention for the Safety 
of Life at Sea, 1948, for passenger ships built under Method I. 
has recently been introduced by Solastos Ltd, Kingsborough 
House, Wood Street, Kingston-on-Thames. This new product, 
which is known as Solarbord, has also been developed in 
anticipation of the ratification of the 1960 Convention 54(B), 
which states that all cargo of 4,000 grt and over will be 
required to use either steel or “B” class panels for corridor 
bulkheads in accommodation spaces. Solarbord, which is a high 
quality chipboard, is fully approved by the Ministry of Trans- 
port for “B” class fire-retarding divisions in 25mm thickness. 
It is also approved by Det Norske Veritas for ships built to 
“F” class notation. 

Among fire-retarding bulkhead materials, Solabord has the 
advantage that it is a normal woodworking material and can 
be worked with standard joiners’ tools in the same way as 
plywood. The screw holding capacity, using wood screws, is 
excellent; and both in material cost and cost of installation, 
it compares very favourably with traditional plywood bulk- 
heads. This means that whether fire-retarding bulkheads and 
linings are demanded by regulation or installed as a voluntary 
measure, Solabord affords a high degree of fire protection at 
no extra cost. It is supplied plain for painting or faced with 
wood veneers, plastic or other surface finishes normally used 
in shipbuilding. 


Vacuum Cleaner for Boatbuilders 


Tue problem of cleaning up waste materials has been solved 
by two well-known firms in the boatbuilding industry by the 
introduction of a light industrial suction cleaner. The cleaner 
is an Electrolux model 33 suction cleaner, which is used for 
the removal of strips of cut-off material lying on the work- 
room floors of workrooms belonging to Ratsey & Lapthorn 


Electrolux Model 33 vacuum cleaner in use on board a yacht under 
construction 
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Ltd, Gosport, when yacht sails have been cut out or sewn 

A similar cleaner is used by the Berthon Boat Co Ltd. 
Lymington, Hants, to remove scuff, swarf and woodshavings 
from newly built or refitted craft. Before each boat is handed 
over to its owner, an Electrolux 33 cleaner is taken on board 
to remove the waste material and dust from every corner 
above and below decks. 


Automatic Welding of Piston Heads 


AN INTERESTING EXAMPLE Of the use of automatic arc weld- 
ing equipment has been put into practice at the Sheffield 
factory of Lockwood & Carlisle Ltd, the marine piston ring 
specialists. The application concerns the renovation of complete 
steel piston heads of marine engines. When these heads arrive 
at the factory, the wear on the grooves is severe. These grooves 
are first cleaned out in order to take a range of widths of 
wearing rings. (The rings are in halves, wtih overlapping “L” 
joints). The rings are then welded in place. For this purpose, 


Rockweld 
automatic 
welding plant 
used for 
renovating 
piston heads 


the Autopak arc-welding equipment, made ty Rockweld Ltd, 
is employed. Finally, the grooves are machined to the manu- 
facturers’ standard width, and then ground. Pistons from 
560 mm diameter up to those of the largest marine diesel 
engines in use are handled. 

Because it gives a continuous weld the Autopak is used in 
preference to hand welding. It is also, of course, much quicker. 
The savings in time and economy generally, which the Auto- 
pak has enabled, have teen utilised to perfect the finish. This 
has enabled the company to give clients a good service at an 
economical price. Only one operator is required to control 
the Autopak in this app‘ication, The current is generally about 
390 amps. 





MEDAL FOR A DEED OF PROFESSIONAL MERIT 


In recognition of the remarkable skill which is so constantly 
displayed at sea, the Council of the Royal Society of Arts, 
which administers the Thomas Gray Memorial Trust, again 
offers the Society’s Silver Medal to a member of the British 
Merchant Navy for a deed which, in the opinion of the 
judges to be appointed by the Council, is of outstanding 
professional merit. The objects of the Trust are “the advance- 
ment of the science of navigation and the scientific and educa- 
tional interests of the British Mercantile Marine.” The period 
to te covered by the offer will be the year ending 30 Sep- 
tember 1961, and deeds of a character worthy to be considered 
for this offer may be brought to the notice of the Council 
by any person or organisation not later than 31 December 
1961. They will not, however, be considered by the judges 
unless they have teen endorsed by a recognised authority or 
responsible person able to testify to the deed to te adjudged. 





| No. o| 
Shipowners 


Southampton, |.o.W. & 
South of England 
R.M.S.P. Co 


Holland-America Line 


Shipowners 


British Transport 
Commission 

Eider Dempster Lines 
Paim Line 


Pacific S.N. Co 


Nichiro Gyogyo K.K. 

1. M. Skaugen 
Swedish East Asia Co 
Govt. of Indonesia 
Kansai Kisen K 

1. M. Skaugen 

Cia. Nacional de Nav 
Costeira Brazil 
Hakodate Kokai 
Gyogyo 

Alpha AS 

Larvik Fredrikshavn- 
fergen A/S 

Polish Ocean Lines 
Rich. Amlie & Co A'S 

Cie. des Messageries 


Maritimes 
Det. Nordenfijeldske 
Os 


Shipowners 


Turnbull Scott 
Shipping Co 
Hawkstone Fishing Co 


Cia. Maritima Torquato 
S.A., Panama 

Ministry of 
Transportation 
Denizcilik Bankasi 
TA.O 

Govt. of Indonesia 
Govt. of Indonesia 
Scindia S.N. Co 


Govt. of Indonesia 


National Development 
Corp 


Hikawa Shoji Kaisha 
Lorentzens Rederi 
AS 

Cie des Bateaux a 
Vapeur du Nord 

Soc. Maritime des 
Petroles BP 


Haicyon Line 


VS Seahorse 
(N. H. Sand, Oslo) 


Ships | 


f | | Tons d.w. 
7 (gross) | 


Type 


Pass. car 


Ship’s Name 
and/or 
Yard No. 


Fishbourne 
Dumurra (677) 
Lagos Palm 


George Peacock 


Meise: Maru 
(1007) 

Skauborg 
(1536) 

Nagasaki (507) 


Gunung Tambura 
(264) 
Nanyo Maru (184) 


Skauhoft (1537) 


Rio Carcarano 
(477) 

Meiyo Maru 
(S135) 

Basto I! (145) 


Cort Adeler(254) 


Jozef Conrad 
(480) 
Sneland | (661) 


Velay (205) 


Orm 'arl (474) 


Ship's Name 
and/or 
Yard No. 


Stonegate (1260) 


Hawkflight (305) 


Penelope (3898) 


Kairyu Maru 
(837) 

Mayis No 27 
(781) 

Setiabudhi (144) 


M. H, Thamrin 
(3902) 
Jolakirti (916) 


H.0.S. Tjokroa- 
minoto (768) 

Philippine 
President Roxas 
(768) 

Bikoro Maru (317 


Stove Transport 
(779) 

Jacques Bingen 
(310) 
Amboise (232) 


Stad Kampen 
(585) 
Seahorse (254) 
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NEW CONTRACTS 
Dimensions (ft.) | 
L.b.p.(0.a.) x B 
__xDAdft.) _ 


| Speed | 
Delivery _| (knots) |_ 


| 
| 


Propelling 


Machinery 





Yards in Great Britain and Northern treland 


— 1962 _ 


Overseas Yards 
1962 17 


LAUNCHES 


Dimensions (ft.) 
L.b.p.(0.a.) 
<8. x D.Caft.)_ 


Tons d.w. 


: Type (gross) | 


Speed 
(knots) 


M.A.N.-diesel 


Propelling 
Machinery 


Yards in Great Britain and Northern Ireland 


Pass. veh. (700) 145 «30-11 
ferry 
Cargo 


10,000 430(460)63 « 29.33 
(26.1) 


Cargo 8,500 440 » 63 « 37(25) 


Tanker 28,300 610» 80.5 « 45.5(34.5) 
Overseas Yards 
12,000 _ 

(8.200) 
24,500 
(15,800) 
10,600 


Fish 
carrier 


Bulk 
carrier 


Cargo 


551.2» 75 = 46(31) 
475(520.5) » 67.5 
(27.5) 


Cargo 5,600 _ 
(3,800) 

5,100 
(3,300) 
24,500 
(15,800) 
11,000 
(7,400) 

9,200 
(7,200) 
(1,260) 


Cargo 


Bulk 
carrier 


Cargo 


Refrig. 
cargo 
Ferry 


(2,500) 272.33 « 49.2 
(13.75) 


444.33 « 62.33 


Ferry 18.33 
10,350 
(7,200) 
15,100 

(10,720) 


Cargo (28.33) 


Ore 


carrier 


475.67 « 66.95 « 37(29) 


9,300 
(7,800) 
24,700 

(16,500) 


Cargo 479 « 64.5 » 39(25) 
Bulk 
carrier 


540(577) « 74.75 
48.58(34) 


TRIAL TRIPS 


Dimensions (ft.) 
L.b.p.(0.0.) 
_ x8. xD.(aft) 


Tons d.w. 


_Type__| (gross) _ 


Yards in Great Britain and Northern Ireland 


18,010 
(12,180) 
(174) 


Tanker 530(557) x 69.25 
39(29.9) 
(109) «21.5 x 11 


Trawler 
Overseas Yards 
14,550 (518.42) x 63.67 
(9,900) (30.2) 
3,200 
(2,647) 
5,150 
(3,800) 
10,178 
(7,338) 
11,000 
(9,500) 
10,045 
(6,400) 
11,000 
(9,300) 
11,500 475.67 » 63.67 « 41 
(9,500) (30.95) 


Cargo 


278.9 x 47.95 «23 
(18.33) 
328 « 49.2 x 27.67 


Suction 
dredger 
Cargo 
Pilgrim (497.33) « 63.75 = (27) 
cargo 
Pilgrim 
cargo 
Cargo 


(500) « 63.9 


(502) « 65.95 = (25.25) 


Pilgrim 64.25 
cargo 
Cargo 


(497.33) (27) 


Cargo 4,570 
(3,100) 67) 
15,600 470 « 65.5 » 40.67 
(10,200) (29.2) 
8,200 393.67 « 55.75 = 33.1 
(5,500) 26.25 
47,120 
(28,000) 


(354.42) » 47.75 
(20. 
Bulk 
carrier 


Cargo 


Tanker 


703.25 x 99.42 519 
(36) 


Cargo 15,500 
(10,900) 

8,170 
(5,000) 


499(534.33) « 66.3 
41.3(30) 


Carge 416.42 « 54.5 «34.9 


26.67) 


10.5 
14 
16 


15.75 


18 


16.5 


14.75 


18 


15 


Speed 
(knots) 


14.5 


14.8 
12.25 


14 
(T) 


Two diesels 


5-cy! Doxford 
diesel 

6-cyl Doxford 
diesel 

7-cyiB& W 
diesels 


6-cyl| M.A.N 
diesel 
M.A.N. 
diesel 
8-cy! G.V 
diesel 
M.A.N 
diesel 
Diesel 


M.A.N 
Diesel 
Diesel 
Dies >! 
Polar diesel 
Diesel 


Sulzer 
diesel 


B&W 
diesel 
6 cy! M.A.N. 
diesel 


Propelling 
Machinery J 


6-cy! Doxford 
diesel 
5-cyl diesel 


7-cyiB& W 
diesel 

Two M.A.N. 
diesels 

5-cy! Sulzer 
diesel 

6-cy! M.A.N 
diesel 

7-cyl M.A.N. 
diesel 

6-cy! Sulzer 
diesel 

7-cyl M.A.N. 
diesel 

9-cyl Sulzer 
diesel 


10-cyl diesel 
6-cy! diesel 


4-cy! Doxford 
diesel 

Geared 
turbine 


8-cyl M.A.N. 
diesel 

6-cy! G.V. 
diesel 


| Builders 
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Engine 
Shipbuilders 


John |. Thornycroft 


Shipbuilders Wilton-Fijenoord 


Engine 


Builders Shipbuilders 


Crossley Bros Philip & Son 
Hawthorn 
Leslie 
Wallsend 
Slipway 
Shipbuilders 


Alex Stephen & 
Sons 

Swan Hunter, 
Walker 

Harland & Wolff, 
Belfast 


Shipbuilders Kawasaki 
Dockyard 
Mitsubishi S.B. & 
E. Co, Nagasaki 

Nederlandsche 
Dok 


Hakodate Dock 


Shipbuilders 
Shipbuilders 


Mitsubishi 
Yokohama 
_ Sanoyasu 
Dockyard 
Mitsubishi S.B. & 
Co, Nagasaki 
Brodogradiliste 
“0 ai" 
Sasebo SB Co 


Shipbuilders 


Fiat 


Moss Vaerft & 
Dokk 

Nohab Trondhjems M.V 

Sulzer Bros Brodogradiliste 
os ai” 

Soc. des Ch. 
Reunis Loire- 
Normandie 

Ch. Navals de la 
Ciotat 
Kockums M.V. 


Ch. de 
l'Atlantique 


Schneider 


Shipbuilders 


Total 
h.p. 


Engine 


Builders : Shipbuilders 


7,500 Hawthorn Smith's Dock Co 


Leslie 
National Gas 
& Oil 


475 John Lewis & Son 


Shipbuilders Hitachi S.B. & E. 
Co, Sakurajima 
Shipbuilders Mitsubishi Nippon 
H.1. 


Uraga Dock Nihonkai H.!. 
Mitsubishi $.B. & 
Co, Hiroshima 
Hitachi S.B. & E. 
Co, Innoshima 
Mitsubishi H.!. 
Reorg. 
Nippon Steel & 
Tube Co, Tsurumi 
Uraga Dock 


Shipbuilders 


Kawasaki 
Dockyard 
Shipbuilders 


Mitsubishi 
Yokohama 
Shipbuilders 


Ito Tekko Namura Shipyard 
Burmeister & 
ain 
Ch. et At. de 
Provence 
At. et Ch. de 
Dunkerque et 
Bordeaux 
(France-Gironde) 
Flensburger 
Schiffsbau 
Uddevallavarver 


Shipbuilders 
Shipbuilders 


At. et Ch. de 
Bretagne 


Bremer 
Vulkan 


Shipbuilders 
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MARITIME NEWS IN BRIEF 


Smith, the founder of Reardon Smith Line Ltd, and 

who has been connected with the company since its 
formation in 1912, has decided to relinquish the chairmanship 
on March 31, He will, however, otherwise continue his activi- 
ties in the affairs of the company and will remain on the 
board of directors. His successor as chairman will be his 
nephew, Mr A. J. Reardon-Smith, who is a grandson of the 
founder, and who joined the company in 1931. 


M R DOUGLAS SMITH, a son of the late Sir William Reardon 


MARSHAL OF THE RoyaL AiR Force SiR Dermot BoyLe and 
Mr A. D. Marris have been appointed directors of the British 
Aircraft Corporation Ltd. Sir Dermot Boyle was Chief of 
the Air Staff from January 1956 to December 1959, and before 
that was Air Officer Commanding-in-Chief of Fighter Com- 
mand. Mr Marris is a managing director of Lazard Brothers 
& Co Ltd, and a director of seven other companies. 

Mr Epcar Stott, the export sales manager of Turner 
Brothers Asbestos Co Ltd, is retiring after 42 years’ service 
with the company. Mr Stott has been a manager within the 
export organisation of the company since its inception as a 
separate department on 1 October 1934. The new export sales 
manager will be Mr J. C. T. Fell, who, until recently, was 
the export sales manager of Ferodo Ltd. 

THE MINISTER OF AVIATION has renewed the appointment 
of Mr A. H. Milward to the board of BEA for five years. 
Mr Milward has been chief executive of BEA and a member 
of the BEA board since May 1956. 


. om + 7 


all-cargo vessels from Liverpool and London to the 

Canadian and American Great Lakes ports this season. 
The first sailing will be made by the Elfriede, which leaves 
London on April 8. She will be followed by the Annemarie, 
scheduled to sail on April 28. Thereafter sailings will con- 
tinue every two to three weeks until mid-October. From Liver- 
pool, the Leanna will be the first sailing on April 12, to be 
followed by the Johanna on May 5. Sailings will be continued 
thereafter at intervals of three to four weeks until late October. 


T: CUNARD Line will again be resuming its service of 


SEVERAL NEW APPOINTMENTS have been made in the com- 
mercial department of the Appleby-Frodingham Steel Com- 
pany, a branch of the United Steel Companies Ltd. Mr R. G. 
Smith is appointed assistant commercial manager, Mr C. R. 
Bennett is appointed sales manager (heavy products) and Mr 
I. E. Stewart becomes sales manager (light products). Mr 
C. A, Griffin is appointed raw materials officer and Mr I. W. 
Pettinger will succeed Mr L. E. Jackson as head of quotation 
section (heavy products) on the latter’s retirement at the end 
of June. 


THe UNiteD KINGDOM National Committee of LC.H.C.A 
have arranged a conference under the title of “The Coordina- 
tion of New General Cargo Handling Developments in the 
British Transport Industry”. The conference will take place 
on May 4/5 on board HQS Wellington, Victoria Embankment. 
London WC2, starting at 9.30 a.m. 


MR HARRY ARKLE, European general 
manager for the Canadian Pacific 
Railway Company since 1954, has 
been appointed a director. He has 
also been appointed to the new 
position of managing director, 
Europe. Mr Arkle will have super- 
vision of all operations of Canadian 
Pacific in the U.K. and Europe. 
Mr Arkle joined the company in 
1912. He served with the Canadian 
Expeditionary Force in the First 
World War. Before coming to 
London in 1954 he was freight 
traffic manager and general freight 
traffic manager at Montreal 


Mr Joun Back, deputy chairman of Metal Industries. has 
been elected, in addition, managing director, and Mr Wilfred 
Padley is now deputy managing director. 

Mr Joun B. Perry has been appointed to the newly-created 
position of cargo sales manager, London, for Trans-Canada 
Air Lines. 

Mr W. ERRINGTON KEVILLE, president of the Chamber of 
Shipping of the United Kingdom, has been elected chairman 
of the General Council of British Shipping. Mr J. K. Harrison, 
chairman of the Liverpool Steam Ship Owners’ Association, 
and Mr David M. Robinson, vice-president of the Chamber 
of Shipping, have been elected joint vice-chairmen. 

REAR-ADMIRAL J. H. UNWIN has joined the Furness Ship- 
building Co Ltd as an executive director. Rear-Admiral Unwin 
has recently relinquished, on his retirement from the Royal 
Navy, the appointment of Admiral Superintendent, H.M. 
Dockyard, Portsmouth. 


MR FRANK ATKINSON of E. P. Atkinson & Sons Ltd, has 
been elected chairman of the Goole Shipowners’ Association. 
He was also reappointed representative, on the Council of 
the Chamber of Shipping of the United Kingdom—an appoint- 
ment he has held for a number of years. 

Mr E. Grey Persons has been appointed general sales 
manager of Curtis Bay Towing Company, New York. 


HALMATIC HULL FOR LISBON 


A 56-ft fibre-glass hull made by Halmatic Ltd was recently shipped to 

Lisbon on the Blue Star liner ‘‘Brasil Star’’. The hull will be fitted out 

for service in the Portuguese Navy, which already has three vessels of 
this type in operation from Goa 


Mr Gwyn Owen has been appointed general manager of 
Trollope & Sons (London) Ltd. 

THe first Sulzer diesel engine to be manufactured at the 
“IIL Maj” shipyards at Rijeka, Yugoslavia, under licence, will 
be installed in a 10,350-dwt vessel under construction at the 
yard for Polish Ocean Lines. 


THE Newport ScREW TowiING Co Lip, Newport, has been 
purchased by Cory Brothers & Co Ltd, London. Early steps 
will te taken to strengthen the fleet, at present numbering six, 
by the addition of new diesel tugs. 

THe First BOAC airliner to take passengers on a Mediter- 
ranean cruise left London Airport last Sunday. A well-known 
travel agent has arranged the twelve-day cruise, and memters 
of the tour party will spend two or three days in each of five 
famous Mediterranean  resorts—Tangier, Tripoli, Cairo, 
Athens and Rome. 


AEROLINEAS ARGENTINAS, the Argentine national airline, has 
signed a contract with A. V. Roe Ltd for the purchase of nine 
Avro 748 Series I aircraft, with an option on a further five. 
The contract, covering aircraft and spares, is initially valued 
at £2,500,000 and brings the total number of Avro 748 aircraft 
on order to 24. 
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Mera INDUSTRIES (SALVAGE) Ltp, Faslane Port, will cease 
operating as marine salvage contractors on the same scale as 
previously after March 31. The company was formed in 1944, 
and has undertaken all classes of ocean and coastal towage, 
as well as contracts for harbour clearances and diving and 
underwater work. 


FoR THE FIRST TIME in 10 years Trans-Canada Air Lines 
has recorded a financial deficit. The airline ended 1960 with 
a loss of $2,607,350, due principally to a reduction in average 
return per seat-mile flown and increased expenses largely 
associated with the introduction of two new types of aircraft. 


BOAC PASSENGERS will be able to enjoy the advantages of 
air/sea interchange rebated travel facilities on a worldwide 
scale from April 1. This scheme, which allows a passenger 
to travel partly by air and partly by sea, will te operated by 
the Corporation in conjunction with all the major steamship 
companies. 

HEENAN & Froupe Lip, of Worcester, are to supply Fiat, 
of Turin, with a Froude DA790 hydraulic dynamometer 
capable of measuring up to 13,500 bhp at speeds up to 8,500 
rpm. This will be the fifth Froude machine of comparable size 
to be installed by Fiat. 


THe Executive Commitree of the newly incorporated 
Middle East Association has held its first formal meeting. The 
Association, which is non-political, has been set up to promote 
mutual trade relationships between Great Britain and the 
peoples of the Middle East. 

. s * : 

N IMPROVED form of anti-roll stabiliser incorporating 
A eeversl new features has been déveloped by William 

Denny & Brothers Ltd, Dumbarton, and Brown Brothers 
& Co Ltd, of Edinburgh, in conjunction with A.E.G. and 
Deutsche Werft, of Hamburg. The prototype installation is 
being fitted in the new Larne-Stranraer car ferry being built 
for the British Transport Commission by Denny Brothers and 
due to be launched in a few weeks. 


Mr M. O. Gut, of the London & Rochester Trading Co 
Ltd, has teen elected chairman of the Coasting and Home 
Trade Tramp Section of the Chamber of Shipping of the 
United Kingdom. The new vice-chairman is Mr E. W. P. 
King, of John Kelly Ltd, Belfast. 


THE AMERICAN MARITIME ADMINISTRATION has approved an 
application from Winco Tankers, Inc, for the exchange of 
their tanker Southern State for the C4-S-V2 troopship Marine 
Haven. No payment was involved in the exchange. The 
Southern State is somewhat smaller and slower than a con- 
ventional T2 tanker. She was built in 1940. The Marine Haven 
was delivered in 1944. 


THE GOVERNMENT OF POLAND has accepted the International 
Convention for the Prevention of Pollution of the Sea by Oil, 
1954, bringing the total numter of acceptances of the Con- 
vention to 13. 


BOAC HAS OPENED the first of six new European cargo 
reservations offices at Zurich. 


Mr J. Rosert THOMPSON, formerly director of operations, 
Marine Department, Gulf Oil Corporation, and Mr Robert T. 
Jones, president of Robert T. Jones Corporation, have an- 
nounced the formation of Jones & Thompson, Inc, tanker 
brokers, 410 Park Avenue, New York. 


BOAC EXPECTS to carrv more tourists to Britain this year 
than ever before. During the peak summer period the Cor- 
poration will be operating more than 200 flights a week into 
London with a passenger carrying capacity of about 14,000. 


MADAGASCAR (the Malagasy Republic) has become the 46th 
member of the Inter-Governmental Maritime Consultative 
Organization (IMCO) 


ASSOCIATED PORTLAND CEMENT MANUFACTURERS LTD have 
dropped their plans for a bulk cement-handling depot at 
Eastern Wharf, Dundee 


THe SHELL TANKER Paludina, 9,360 tons, is to be overhauled 
on the Tyne by Smith’s Dock Co Ltd, before being recom- 
missioned following a year’s lay-up in the River Blackwater 
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RECENT SHIP SALES 
(Continued from page 286) 

Cargo steamer Flavia (ex-Fano, 3,269 dwt, 1,953 grt, 1,105 
nrt, built 1922 by De Haan & Oerlemans) sold by Antonio 
Calvani, Trieste, to Cargocean International Shipping Cor- 
poration, Panama, and renamed Helena. 


Cargo steamer Plate Shipper (ex-Ravenshoe, ex-Basil, ex- 
Dover Hill, ex-Empire Nairobi, 10,350 dwt, 7,295 grt, 4,638 
nrt, built 1945 by Short Brothers Ltd) sold by Plate Shipping 
Co S.A., Piraeus, to Turkish interests for over £100,000 with 
delivery April. 

Turbine steamer City of Edinburgh (9,668 dwt, 9,204 grt. 
5,025 nrt, built 1938 by Cammell Laird & Co Ltd) sold by 
Ellerman Lines Ltd to Hong Kong trading buyers for about 
£126,000 with prompt delivery U.K. 


Motor coaster Agate (ex-Norfolkbrook, ex-Empire Foreland, 
1,124 dwt, 873 grt, 459 nrt, built 1941 by Goole Shipbuilding 
& Repairing Co Ltd) sold by Gem Line Ltd to Italian buyers 
with prompt delivery Glasgow and renamed Sylvana Tomei. 
She is understood to have realised something under £30,000. 


Cargo steamer Wayo Maru (6,769 grt, 3,719 nrt, built 1945 
by Mitsubishi Jokuyo Kisen) sold by Baba Kisen K.K. to 
Japanese breakers, having been idle at Tokyo since January. 


Twin-screw passenger steamer Jsle of Sark (2,233 grt, 855 nrt. 
built 1932 by Wm. Denny & Brothers Ltd) sold by British 
Transport Commission to Belgian shipbreakers with “as is” 
delivery Southampton. 

Twin-screw passenger steamer S¢. Julien (1,943 grt, 785 net, 
built 1925 by John Brown & Co Ltd) sold by British Trans- 
port Commission to Belgian shipbreakers with “as is” delivery 
Weymouth. 


Cargo steamer Campania (ex-Tilsington Court, 6,866 grt, 
4,206 nrt, built Newcastle 1928 by Armstrong Whitworth & 
Co Ltd) sold by Ditta Luigi Pittaluga Vapori, Genoa, to 
Italian shiptreakers. 

Cargo steamer Clan Machrayne (ex-Ocean Messenger, 7,129 
grt, 4,252 nrt, built Portland, Me., 1942 by Todd-Bath Iron 
Shipbuilding Corp.) sold by Clan Line Steamers Ltd to 
Japanese breakers for £65,000 with prompt delivery Japan. 





FIFTY YEARS AGO 


From THE SHIPPING WORLD of 22 March 1911 

The sensation of the week has been the acquisition 
by the Cunard Company of the passenger and cargo 
business at present carried on by the Cairn Line of 
Steamships Ltd., between London and Canada, under 
the name of the Thompson Line. The Cunard Company 
will take over the passenger steamers Cairnrona, Tor- 
tona, and Gerona (now comp!eting on the Tyne); and 
for the present a joint weekly service will be carried 
on by these steamers and the cargo steamers of the 
Cairn Line. What this means is that the Cunard now 
definitely enter the Canadian passenger trade, presum- 
ably leaving the Cairn Line free to devote its energies 
more especially to the development of its Italian- 
Canadian trade, and also its cargo service between the 
East Coast and the Dominion. 


By this time Messrs. Caird & Co., of Greenock, should 
know all there is to be known about the construction 
and launching of liners for the fleet of the Peninsular 
& Oriental Company. The launch of the Medina on 
Tuesday of last week presents several features of more 
than ordinary interest. For one thing, the vessel is the 
largest as well as the latest addition to the company’s 
fleet, and for another, it is believed that she is to te 
fitted up to carry the King and Queen to India at the 
end of this year. Thus her maiden voyage may also be 
an historic one, and as time goes on we shall probably 
hear a great deal more about this vessel. 
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FORGINGS— 


of every description 


for SHIPS ans MARINE 
ENGINES 


ALSO GENERAL PURPOSES 





in Alloy and Carbon Steels 


(all heat-treatment facilities) 








T, S. FORSTER & SONS LTD. 


FORGEMASTERS & ENGINEERS 
COPPERAS BANK FORGE, PALLION 
SUNDERLAND 

Telephone Nos. Telegrams: 


| 71521 (5 lines) “Frames, Sunderland”’ 
| 




















ISAIAH PRESTON LIMITED 


ANCHOR WORKS 
CRADLEY ROAD 
CRADLEY HEATH, STAFFS., ENGLAND 


Telephone : 6494 Cradley Heath 


MANUFACTURERS OF 
STOCKLESS ANCHORS 
STOCK ANCHORS, and ALL TYPES 
BOATS’ ANCHORS, 
SHACKLES & FORGINGS 


IN ANY WEIGHTS UP TO 50 CWT 
Hall’s Type Stockless Anchors to British Lioyd’s and 
Bureau Veritas’ Requirements 
LONDON OFFICE: 
MITRE CHAMBERS, 


MITRE STREET, LONDON, E.C.3 
Telephone : Avenue 2747 




















rik NEW ZEALAND SHIPPING 
COMPANY LIMITED 


PASSENGER AND CARGO SERVICES 


To New Zealand 
via Panama 
Particulars from J. B. WESTRAY & CO. LTD. 


138 LEADENHALL STREET, LONDON, E.C.3. 
Tel.: AVEnue 5220 


Shipping World 

















FREIGHT AND PASSENGERS 


Regular Sailings 
LONDON, LIVERPOOL, NEW YORK & CANADA 


to 


AUSTRALIA & NEW ZEALAND 


PORT LINE LTD 
CUNARD HOUSE, 88 Leadenhall Street, London, E.C.3 


Phone Avenue !270 Telegrams: “Portships London. Tclex"’ 

















HOULDER BROTHERS & CO. LTD. 


Shipowners, Insurance Brokers, Passenger & 
General Forwarding Agents (Sea and Air) 





REGULAR FAST SERVICES to 
RIVER PLATE 
From Liverpool, London, Bristol Channel & Antwerp 


and to SOUTH AFRICA | 





Head Office: 53 LEADENHALL STREET, LONDON. €E.C.3 

















SHIP REPAIRS — MONTREAL 


ENGINE, BOILER AND HULL 


J. & R. WEIR LIMITED 


Established 1875 


Un 6-540! Cables: 
Nights & Holidays 33 NAZARETH STREET “Weirmon” 


Un 6-5138 & RE8-9782 MONTREAL Montreal 
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BIBBY LINE 


UNITED KINGDOM, CONTINENT 
MARSEILLES, EGYPT, SUDAN, CEYLON 
AND BURMA 


All enquiries to:— 
BIBBY BROTHERS & CO., Martins Bank Building, 
Water Street, LIVERPOOL 2 














SESEE55555555555555555555555555 


SPRINGBOK « HOUSTON LINES 


JOINT SERVICE 


T0 S. & 5. E. AFRICA 


’ 
From UK and Gontinent 
Apply SPRINGBOK-HOUSTON (Loading Brokers) Lid. 
102-108 LEADENHEALL STREET * LONDON EC3 


Telephone: AVEnue 7961 (6 lines) Telex: LONDON 22628 
Telegrams: Springhous, London, Telex 


G)S)S)S)S)S)S)S)S)S)S)S)S)}S)S)S)S)S)S)S)S)}S)S)S)S)S)S)S)G)}S} 








Efficiently equipped for 
timber, wood pulp 
and all 

cargoes 


Despatch 


Bunkering Facilities 


Write: H. J. Hanna, 
Generali Traffic Manager, Preston 

















ADMIRALTY CHARTS 


The LATEST EDITIONS of Charts, 
Plans and Sailing Directions 
published by the Hydrographic 
Dept., can be obtained from 
Admiralty Agent f Chart 
J, D. POTTER, Publisher” of Nautical Books, 

LTD., and Bookseller. 

145 MINORIES, LONDON, E.C.3. 
Telephone: Telegrams: Cablegrams: 
ROYAL 1369 ADCHARTS FEN LONDON ADCHARTS LONDON 
Large Stocks of Nautical and Technical Books of all 

descriptions 
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~ SS. 


COUTHERN 
CROSS” 


ROUND-THE-WORLD SERVICE 
from Southampton. ONE CLASS ONLY, 
FOUR VOYAGES A YEAR 


“NORTHERN STAR” (building) 
will join “SOUTHERN CROSS” in 
Round-World Service in 1962 


SHAW SAVILL ong 
Passenger Office: 114 Lower Regent Str 
Telephone: WH/teha// 1485 








Compagnie Maritime Beige Compagnie Maritime Congolaise 
Belgian Line Belgian African Line 


REGULAR SAILINGS 


From Antwerp to Congo, Lobito, East and South West Africa, North 
and South America, Persian Gulf; 
Also from other North Continental Ports to: 
South America, Red Sea and Persian Gulf; 


And from Matadi and Angola to New York 
AND VICE VERSA. 


Through Bill of Lading Service to all localities in Congo via Matadi, 
Lobito, Dar-es-Salaam, Mombasa, Beira; also to Northern Rhodesia 
via Lobito, including port clearance, railage from port of discharge 


HOME WARDS 
Regular and direct sailings from Matadi and Pointe Noire to Hamburg, 
Bremen, Rotterdam, Amsterdam, Antwerp. 
Regular and direct sailings from the Persian Gulf to Liverpool, Avon- 
mouth, London, Le Havre, Hamburg, Rotterdam, Antwerp. 


Managing Agents: 


AGENCE MARITIME INTERNATIONALE S.A. 


Antwerp Brussels 
Meir | 41, Cantersteen 


AGENTS IN UNITED KINGDOM 


London: ELDER DEMPSTER LINES Ltd.—Congo and Angola Service 
H. MACLAINE & Co. (LONDON) Ltd.—North and South American 
Services 
MCGREGOR, GOW & HOLLAND Ltd.—East and South West Africa 
Service; Persian Gulf Service 
U.S.A.—Lobito Service 
WALFORD LINES Led.< | Aneworp—nhodora via Lobito Service 
| Rhodesia—Continent via Lobite Service 
Avonmouth: MARK WHITWILL & SON Led. —Bristoi 
Liverpool: ELDER DEMPSTER LINES Ltd.—Congo Service 
H. MACLAINE & Co. Ltd.—North and South America Services 
MCGREGOR GOW & ROBINSON Ltd.—Middle East Service 


AGENT IN NORTHERN RHODESIA: 


LEOPOLD WALFORD (C.A.) Led. 
Collet House, King George Avenue—N’'DOLA—P.O. Box 1567. 

















Freight and Passenger Services 


FURNESS WARREN LINE 
LIVERPOOL 
to St. John’s, Nfid, Halifax, N.S., and Boston. 


FURNESS PACIFIC LINE 
MANCHESTER and GLASGOW 
to Los Angeles Harbour, San Francisco, Portland, Seattle, 
Victoria and Vancouver, B.C., via Panama Canal. 


FURNESS GREAT LAKES LINE 
ANTWERP & LONDON 
to Toronto, Hamilton, Cleveland, Detroit, 
Chicago and Milwaukee. 


JOHNSTON WARREN LINE 
ANTWERP, HAMBURG, SWANSEA and LIVERPOOL 
to Piraeus, Volo, Thessaloniki, Izmir, 
Haydar Pasha, Istanbul, Black Sea, 
Roumanian and Danubian Ports. 


FURNESS BERMUDA LINE 
NEW YORK —Bermuda— Nassau Cruises. 
Furness West Indies Cruises. 


FURNESS RED CROSS LINE 
NEW YORK 
to Saint John, N.B. Halifax, N.S. 
St. John's and Cornerbrook, Nfid. 


For further information apply : 


FURNESS, WITHY & CO. LTD. 


Furness House, Leadenhall Street, 
London, E.C.3. 
Telephone: ROYal 2525 


Also at LIVERPOOL, GLASGOW, NEWCASTLE, MIDDLESBROUGH, 
LEITH and GRANGEMOUTH. 





PRINGE LINE 


MIDDLESBROUGH, ANTWERP and LONDON. 


(Newcastle and Leith if inducement) 
also from 
MANCHESTER 
to 
Tunis, Malta, Libya, Israel, Lebanon, Syria, 


Cyprus and Turkey. 
For further information apply : 
PRINCE LINE LTD., 56 Leadenhall St., London, E.C.3 
Telephone: ROYal 2525 


GOUGH & CROSTHWAITE LTD., 22/24 Booth St., Manchester 2 
Telephone: CENtral 7705 
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THE LARGEST EVENT OF ITS KIND IN THE WORLD 
* 
Olympia- London 
3 
April 20 - May 4 


1961 


For full details, please write to the organisers: 
F. W. BRIDGES & SONS LTD. 
Grand Buildings, Trafalgar Square, London, W.C.2. 








BRITISH TRANSPORT COMMISSION 


ALLOA HARBOUR AND DOCK 





Notice is hereby given that after the p.m. tide on the 31st 
day of March, 1961, Alloa Harbour and Dock will be 
temporarily closed to shipping and the facilities hitherto 
provided for the import and export of goods will be 
withdrawn. 

D. A. Stringer 
Docks Manager's Office, Docks Manager. 
East Coast Scottish Ports, 
GRANGEMOUTH. 


22nd March, 1961. 

















HIGGINSON’S 
RGO & DERR le 


BLOCKS 


Grems : Hydraulic Royal 6969 
HIGGINSON & CO., Hurst Street, LIVERPOOL, 1 


C 











NEW SHIPS 


Requiring Stores, Provisions, Towage, etc., for any Port 
consult 


A. E. SHEPPARD & CO., LTD. 


World Wide Information Service 
BEVIS MARKS HOUSE, LONDON, E.C.3. 


"Phone: Avenue 2671/2 Cables: Aesalports, London 
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VERT CHELL COTIS: Co Li. 


COTTS HOUSE - CAMOMILE STREET - LONDON - E.C.3 


COALING CONTRACTORS and STEAMSHIP AGENTS 
in conjunction with ee 





NATAL NAVIGATION COLLIERIES ¢ ESTATE CO.LTD. 


Specialise ‘nx BUNKERING arc 
DURBAN (Natal) > CAPETOWN - MOMBASA 
PORT SUDAN - COLOMBO + MAURITIUS 


WITH BEST NATAL COAL 














BLUNDELL x cromPTON| | | STFEL CASTINGS 


ENGINEERS : SHIP REPAIRERS 1 
COPPERSMITHS : FOUNDERS Etc. FROM 3} Ib. to 15 cwt. EACH 


EAST 6001 83838 (8 lines) Senda, Thana tines BREAKDOWN & REPAIR WORK 
given IMMEDIATE special attention 


BOLLARDS 
FAIRLEADS 
SHEAVES 
THIMBLES 
PINTLES 
GOOSENECKS 

















LIFTING & MOORING EYES 
AND OTHER BOAT 
AND SHIP CASTINGS 


Specialists in 
URGENT HULL AND MACHINERY REPAIRS 


Sole Manufacturers 


BLUNDELL ‘ATMOS’ VALVES 
for Pressure and Vacuum Relief 3 A a4 N A 2 D 
FLAME ARRESTERS, ETC. 
& SONS LTD. 
WEST INDIA DOCK ROAD, LONDON, E.14 75, RIVER ROAD, CREEKSMOUTH, BARKING 


Branch Works: TILBURY DOCKS, ESSEX. Telephone: Tilbury 2033 PHONE: RIPPLEWAY 1188-9 


(Vobster§ COMPOSITIONS 


ANTI-FOULING COPPER PAINTS 


Grades for every need 


STOCKS available at PRINCIPAL U.K. PORTS 


Sole Manufacturers 


WEBSTERS LIMITED HULL 


Telephones : 33868 (2 lines) ON ADMIRALTY LIST Tel. Add : “ENAMEL HULL” 
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One of a growing fleet... 


.s. ““Ellenga”’ 37,000 tons d.w. built by Swan, Hunter & Wigham Richardson, Limited, for British India Steam Navigation Company Limited 





_the world over 


Powered by WALLSEND SLIPWAY 
Propelling Machinery and Boilers 





Wallsend Slipway have built and installed steam turbine machinery 


and boilers on a large number of famous ships ; and now this fine oil 


WALLSEND SLIPWAY AND tanker puts to sea with the many others throughout the world. Great 
ENGIN EERING CO. LIMITED experience and extensive research have made them specialists, too, in 


the manufacture and design of oil burning equipment for land and 
WALLSEND-ON-TYNE marine purposes. 


APrMwos Ty: 30. YEARS. BXPERLENCE...... 06 PF RRELT AVAILABLE 
were @ 
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